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The pad of cotton, on the left, absorbs drainage in only one spot, 
ing leak ion. The pad of Cellucotton Absorbent 


ge before satura 





Wadding distributes drainage over its entire surface. Cellucotton Ab- 
sorbent Wadding is four to eight times more absorbent than cotton. 


“Indispensable!” . . . because 
of its remarkable absorbency 


FOUR to eight times more absorbent 
than ordinary cotton—Cellucotton 
Absorbent Wadding is now used in a 
majority of hospitals throughout the 
country. Those — find it “In- 
dispensable!” “The finest ever made.” 
They have learned that it efficiently 
and economically fills 80% to 90% 
of their absorbent needs. 


And because it is a modern absorb- 
ent originally designed for efficient 
war use—because in 8 ways Cellu- 
cotton Absorbent Wadding is supe- 
rior to other absorbents, it is unquali- 
fiedlyrecommendedbyitsdistributors 
—a company who has specialized in 
dressings material manufacture for 

over a quarter-century. 


Two products of Cellucotton Ab- 
sorbent Wadding— Kotex and Cellu- 
wipes—have met with instantaneous 
success. Celluwipes, easy to use, are 


more economical than most materials. 
They serve for wipes of every variety. 

Kotex pads are comfortable, thor- 
oughly absorbent, with great eons 
to retain drainage. They possess all 
the features of Cellucotton Absorbent 
Wadding—and all its economies. 

Write today for a generous free 
— of Cellucotton Absorbent 

adding, Kotex and Celluwipes. 
Test them. Compare them with the 
materials you now use. 


Always look for the blue, easily- 
identified wrapper, stamped 
with the trade-marked name 
“Cellucotton Absorbent Wadding.” 


LEWIS MANUFACTURING 
COMPANY 
OF CANADA, LTD. 


13 Victoria Square Montreal, Quebec 
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Reasons Why 


Cellucotton Absorbent Wad- 
ding absorbs from 4 to 8 times 
moredrainage before saturation 
than cotton. 


It retains more liquid before 
leakage takes place. 
7 


It absorbs 3 to 5 times as fast 
as absorben< cotton. 

» 
It draws fluid against gravity. 
It serves as a wick instead of 


a dam. 
» 


Fluid penetrates to every part 
of the dressing. 

» 
It makes more dressings per 
pound than absorbent cotton. 


» 
It is lighter, cooler and more 
comfortable for the patient. 

“ 


It is one of the most economi- 
cal forms of absorbents. 


CELLUCOTTON ABSORBENT WADDING 
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Prevention 
wisely follows relief 


IT’S one thing to relieve constipation— 
quite another to prevent its recurrence. 
ALL-BRAN does both. Eaten regu- 
larly, it performs a double service— 
thereby making for lasting relief. 





Only an all-bran product could do 
the work of Kellogg’s ALL-BRAN. 
Doctors know they can rely upon it to 
accomplish definite results, because it 
is 100% bran. Results a part-bran pro- 
duct could hardly hope to achieve. 


When bran is indicated, recommend 
ALL-BRAN. It’s a prescription pa- 
tients enjoy. Delicious served as a 
breakfast cereal—or it may be used in 
many kinds of cooking. 





Made by Kellogg in London, Onta- 
rio. Sold by all grocers. Served every- 


where. 
- 


’ _ ALLBRAN “== 
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THE SUPER-STANDARD 
WRITING MACHINE 
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The REMINGTON-NOISELESS machine per- 
forms with the very highest efficiency every 
productive service required of a typewriter. 


It is notable for its light touch, swift and easy 
action, and the uniform excellence of its pro- 
duct. In addition to these advantages it 
confers on every user the priceless boon of 


quiet, which feature makes it THE MACHINE 
for hospitals. 


A machine will gladly be sent on approval at your request. 


REMINGTON TYPEWRITERS LIMITED 
68 KING STREET WEST ° TORONTO, ONT. 
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INVES TIGATE— 


This Ideal Mattress for Hospitals 


Hundreds of hospitals have found by experience that 
the Marshall Spring Mattress provides unequalled 
comfort at the lowest cost. 








Consider it from every angle 
and we feel sure that you will agree that it is “the ideal mattress for the hospital”’ 


COMFORT SANITATION 

The soft, flexible spring centre of the Marshall Ventilators on each end of the Marshall Mattress 
Mattress conforms to and supports evenly every _ permit a circulation of air to the interior of the 
curve of the figure, with the result that your patients mattress, keeping it fresh and sanitary. The 
cannot become bed-sore—they get real comfort Marshall will not absorb body odours. 
that ensures refreshing rest, eases their suffering and The Marshall (Patented) Tape Tie used in place 
alleviates that feeling of discontent usually so of the ordinary tuft will not collect dust and lint. 
prevalent. 

Marshall construction provides a mattress with STERILIZATION 


a smooth, even top—a mattress that will not 


pack, get hard or lumpy. The Marshall construction facilitates sterilization. 





The comfort of the Marshall Mattress is PERMAN- Live steam quickly penetrates right through the 
ENT. It will be just as comfortable after years of mattress. 
use as when new. 

LOW COST 
DURABILITY Without taking into consideration at all the 

Fully guaranteed for FIVE YEARS, Marshall benefits of their unusual comfort, the durability 
Mattresses in scores of hospitals are still in service of Marshall Mattresses nakes their cost much less 
after 15 to 20 years’ constant use—years after than any other. Under the very special prices 
ordinary mattresses have required remaking or to hospitals their first cost is much less than you 
have been discarded altogether. would imagine. It will pay you to investigate. 


Ask your furniture man to get you details of our 
special rates for hospitals—or write us if you wish. 


The Marshall Ventilated Mattress Company, Limited 
100 LOMBARD ST. ; TORONTO, CANADA 
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Modern Pathological Laboratory 
Equipment 


—listed for quick reference! 


The New Fisher 
Catalogue 


—is a silent source of perti- 
nent information on Modern 
Laboratory Apparatus and 
Methods. 


—is written from the Labora- 
tory viewpoint. 


—is the Standard Reference 
Book of the Laboratory. 





Over 600 pages devoted exclusively to: 


Balances, Centrifuges, Clinical Diagnostic Apparatus, Color- 
imeters, Chemical Glassware, Incubators, Museum 
Jars, Microscopes, Microtomes and Access- 
ories, Electric Ovens, Reagents, 

Stains, Culture Media, 

Etc. 


The book is so arranged that it is easy to turn to any article and 
and there find a new illustration and an original description which 
answer the pertinent questions. 


A copy will be sent to Hospitals without charge on request. 


FISHER SCIENTIFIC CO., LIMITED 


Wholesale and Retail 


Laboratory Apparatus and Reagents 
Triangle Clinical Thermometers and Luer Syringes 


472-474 McGill Street ‘ ; : Matavesl 
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The Way to Finance Your Hospital 


The value of expert assistance in raising funds for hospitals has been well 
illustrated in Buffalo during the past season. 


Two hospitals, The Children’s Hospital and the Millard Fillmore Hospital, 
each were anxious to secure a $750,000 fund for enlargement. A representative 
of WARD, WELLS, DRESHMAN & GATES conferred with the management of 
these two hospitals and arranged that Millard Fillmore should make the first 
appeal, while the Children’s Hospital should have certain other advantages. 


The campaign for Millard Fillmore produced $816,000 and, as a result, The © 


Children’s Hospital took courage to ask the public for $1,000,000. The second 
campaign, following immediately after the first, produced $1,200,000 in subscrip- 
tions and the generous gift of a fifty-thousand-dollar farm to be used for a 
Convalescent Home. Thus Buffalo gives over $2,000,000 in one season for hospital 
enlargement. 


Other Hospitals under the Same Direction Produced 





Fifth Avene; New Vouk City. 2 on ee nc. $1,850,000 
Does nee ee te 1,813,000 
United a General & Homeopathic), Rochester, 

Sh, RR RARER «SR A RE PE Wey occu APIS S SR BEF SE 1,395,000 
Ps, I BOY ois nt ice Sa 901,000 
Pes Fn, PA 5 os isisd i has, ee 650,000 
Beck Memorial, London, EERO Seer eee oe See ee , 500,000 
South Baltimore, Baltimore, Md. ...........0....0000.000cccccceeeceeeeee 231,000 
TForomto Weetern, Teemnta ie. in. oc ooccsoc occ cccendecccceecssdecstesse 210,000 


These are samples of hundreds of campaigns conducted by the intensive 
method in which the effort is reduced to the short period of a week or ten days 
during which the public is stirred to unprecedented interest in the hospital and 
its service to the community. 


Philadelphia, under the direction of the same firm, is now organizing campaigns 
for $2,000,000 for one hospital, and $3,500,000 for another hospital; Wheeling, 
W. Va., for $400,000; Columbus, Ohio, for $300,000; and Jamestown, N.Y., for 
$200,000. 


In order to keep informed of the progress of these money-raising efforts for 
new buildings, ask to be placed upon the mailing list for our Quarterly Bulletin, 
“FINANCING SOCIAL PROGRESS” which will be sent without charge. 


WARD, WELLS, DRESHMAN & GATES 


475 FIFTH AVENUE, NEW YORK - 612 WRIGLEY BUILDING, CHICAGO 


Originators of the Intensive Method of Fund Raising 
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OTIS-FENSOM MICRO-DRIVE ELEVATOR 


Now Equips Four Important Canadian Hospitals 













TIS-FENSOM Micro-Levelling Elevators, now the accepted 
standard for patients and passengers, are proving their 
efficacy in eliminating the human element in operation in 

the following Canadian hospitals: | 









Royal Victoria Maternity Hospital, 
Montreal, Que. 


Hotel Dieu de St. Joseph, 
Montreal, Que. 






Vancouver General Hospital, 
Vancouver, B.C. 


St. Michael’s Hospital, 


Toronto, Ont. 













This improved device automatically levels the platform with 
the landing irrespective of direction of travel or load in car, thus 
overcoming the tripping hazard and dangerous shock to patients 
in acritical condition, which results from false stops and ‘‘inching”’ 
effect that applies where stop is controlled by the operator. This 
Micro-Levelling permits the moving of patients to various floors 
as smoothly as they are wheeled along the corridors. 


OTIS-FENSOM ELEVATOR COMPANY 


LIMITED 
General Offices and Works 
HAMILTON, CANADA 
OFFICES IN ALL PRINCIPAL CITIES 
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WROUGHT IRON RANGE CO. OF CANADA 


LIMITED 


Kitchen Equipment 


Office and Factory, 149 King Street West, Toronto 
KITCHEN EQUIPMENT SPECIALISTS 


Our latest cafeteria installation— 











Metropolitan Life Insurance Company, Ottawa 


This complete employees’ cafeteria, in addition to a separate kitchen and 
cafeteria for the officers, was completely equipped and installed by us. 

















Main Kitchen 
Write us for our latest equipment catalogue 





Please refer to THE CANADIAN HOSPITAL when writing 





10 


THE CANADIAN HOSPITAL 


April, 1927 









































Hospitals Require the Type of Suisiowretion 
Which Frigidaire Provides 


Frigidaire is a product of the General 
Motors Corporation—a definite assurance 
of its reliability and value. There are 
over 300,000 Frigidaire users, more than 
the total of all other electric refrigerators 
combined. Frigidaire may be purchased 
on the General Motors plan of Deferred 
Payments. 


Hospitals require an unusually high standard of refrig- 
eration. The safe preservation of food at all times, 
absolute cleanliness, the correct temperatures for safe- 
guarding serums and drugs, are vitally essential. 


Frigidaire Electric Refrigeration ensures all these safe- 
guards. It maintainsa constant, dry temperature, always 
below the point at which rapid bacterial growth begins. 


Frigidaire ensures absolute cleanliness as well. Electric 
refrigeration is the cleanest form of refrigeration. And 
the Frigidaire cabinet, with its gleaming white seamless 
porcelain enamel, is spotlessly clean and easy to keep clean. 


We have a booklet which explains the distinct advantages 
of Frigidaire Electric Refrigeration in hospitals. It will 
be gladly sent on request. 


Frigidaire Corporation, Toronto, Ontario 


© 


% of GENERAL MOTORS 
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THE SINE OF X-RAY SERVICE 


“KELEKET” 


X-Ray Transformers and Accessories 


The Kelley-Koett Mfg. Co., Covington, Ky. 


COR 


A Modern High-Power 
X-Ray Laboratory 


THE following pages illustrate and de- 
scribe one of our recent installations in 
Northern Ontario, designed particularly 
for rapid stereoscopic chest work. 


The equipment is replete with every 
modern refinement necessary to ensure 
speed and accuracy and is undoubtedly 
one of the finest single units in use on this 
continent. 


The equipment is arranged with a view 
to maximum efficiency, and while un- 
usually compact and complete there is 
that total elimination of all non-essentials 
that characterize Keleket Installations. 


mW @ 
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Distributors and Factory Representatives for Eastern Canada: 


THE BURKE ELECTRIC & X-RAY CO. 


490 Yonge Street, TORONTO (5) 219 Medical Arts Building 


Nights, Sundays and Hollidays MONTREAL 
Hudson 3374F 
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THE SINE OF X-RA’ 


A Modern High-Po 
Laborator 


O do justice in describing this exc 

lation would require twelve sepa 

building and equipment. Of these 
as indicative of the care and foresight 
and equipping for a large volume of st 
aicae , using high current value 
posures with a view to limiting the pc 
through movement. The various ope 
ample working space and the ceiling 
ensures adequate ventilation and |: 
spacing for the high tension overhe 
ghasiste safety to patient and operata 


The fifteen-foot ceiling also makes p 
from the ceiling of the Keleket Pow 
Transformer which is suspended on 1 
High Tension Overhead System. Th 
gauge seamless brass tubing, suspended 

and the current is directed 





Complete fluoroscopic service is afforded by the Keleket motor- 
actuated Tilting Fluoroscope, which is equipped with a No. 6 rail 
mounted ball-bearing tube stand. A ‘‘Richards’’ Table is used for 
serial gastric work. Heavy work is accommedated on the revolving 
Bucky Table with attached rail-mounted Tube Stand. It is interest- 
ing to note that the major units are fitted with the Keleket new 
type, totally enclosed Tube Shield, accommodating 100 milliampere 
tubes. The protection afforded by this shield is such that the 
operator receives an absolute minimum of exposure. 











through high tension, bakeli 
No wood or other inflammak 
the overhead construction. 1 
former has a capacity of 20 ] 
energized by a 50 K.V.A. ser 
rated current capacity of th 
is 550 milliamperes witha ma: 
168,000 volts. Stability of the 
ted by a recently develiied st 
ing unit. The Stereosco; 
consists of the large Keleket P: 
Changer with an attached sel! 
ally actuated tube stand. W 
technique of taking a stereo 
simplified, as with the proper 
required to merely ‘‘press the 





490 Yonge Street, TORONTO @) 
Nights, Sundays and Holidays 
Hudson 3374F > 
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iE OF X-RAY SERVICE 


h-Power X-Ray 
ratory 


this exceptional X-Ray Instal- 
ve separate photographs of the 
Df these four have been selected 
oresight exercised in planning 
me of stereoscopic chest work, 
nt values and very short ex- 
ig the possibility of distortion 
ious operating rooms provide 
ceiling height of fifteen feet 
1 and light with a generous 
1 overhead system to ensure 
operator. 


nakes possible the suspension 
ket Power Plus type X-Ray 
ded on the same level as the 
em. This system is of heavy- 
ispended on bakelite insulators, 
directed to the various units 
n, bakelite insulated switches. 
flammable material is used in 
iction. The Power Plus Trans- 
y of 20 K.V.A. output and is 
V.A. service transformer. The 
ity of the X-Ray Transformer 
ith a maximum peak voltage of 
ity of the tube current is effec- 
elamed storage battery stabiliz- 
tereoscopic chest equipment 
<eleket Pendulum type Cassette 
ached self-centering, hydraulic- 
and. With this equipment the 
a stereo chest is very much 
e proper setting the operator is 
press the button.” 


ELECTRIC 
Y CO. 


219 Medical Arts Building 
MONTREAL 





J 











Interpretation of the X-Ray Films is. of course, of paramount im- 
portance, and the laboratory is equipped with a number of individual 
view boxes, a large view box accommodating eight 14 x 17 Films, or 
equivalent, and the new Keleket Quadruplex-type Stereoscope which 
permits of a ready comparison of four sets of stereo films. Installa- 
tion of the entire equipment was under the personal direction of 
Mr. Frank Cunningham, Service Engineer of the Burke Electric & 
X-Ray Company. 
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THE SINE OF X-RAY SERVICE 


X-Ray Filing Cabinets 


LLUSTRATED herewith are two “Made 
if in Canada” products of the Burke Electric 

& X-Ray Company, designed to facilitate 
Dark room procedure and the filing of X-Ray 
negatives. The X-Ray Filing Cabinet is of 
the three-drawer type and will accommodate 
approximately 2500 X-Ray films in any size 
up to 14x17. The construction is unusually 
heavy. Drawer suspension is on high-grade 
ball-bearings and a Yale cylinder type lock is 
fitted to automatically lock all three drawers. 
A battery of files may be obtained on order 
with master key. Four-drawer letter files are 
also available to harmonize with the X-Ray 
File. Each of the three drawers are separ- 
ately ventilated and offer a very safe and 
convenient means of filing X-Ray film. The 
price of the three-drawer X-Ray File, f.o.b. 
Toronto, in single lots is $78.50. 





The Developing Tank illustrated is, we be- 
lieve, the first X-Ray Tank with a guarantee 
of permanent satisfaction, ever offered to the 
poe: The outer tank provides a water 

ath for the chemical compartments which are 
of chemical-proof stoneware and also provides 
an unusually large washing space. Pipe connec- 
tions are all on the bottom of the tank, there 
being but one permanent drain connection to the spillway. Draining, filling and flushing the 
chemical-proof stoneware tank inserts is effected by means of a syphon actuated by city water 
pressure that will drain a twenty-gallon compartment in five minutes or less. The outer tank is 
constructed of 3/16” boiler plate steel sides, 1/4”’ boiler plate on the bottom. All joints are electri- 
cally welded and the top angle ensures that all moisture will drain back into the tank. The sv port 
is of heavy angle steel permanently welded. These tanks are available in various stock sizes or may 
be built to your specification on very short notice. Chemical-proof inserts are made in 5, 10 and 20 
gallon sizes. 

















Developing 
Tank for 
X-Ray 
Negatives 


OW 
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THE BURKE ELECTRIC & X-RAY CO. 


490 Yonge Street, TORONTO (5) 219 Medical Arts Building 


Nights, Sundays and Holidays MONTREAL 
Hudson 3374F 
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IGHT patterns ot Bard-Parker blades fitting 

three styles of handles, save the hospital many 
times over the cost of investing in new scalpels 
whenever a different blade pattern is required. 


The new No. 15 blade, as well as the Nos. 10, 11, and 
12 blades, fit both the No. 3 and the No. ¢ handle. 


No. 3 and No. 4 handles—$1.00 each. No. 5 handles 
—$1.50 each. Blades—half dozen of a size per 
package—$1.50 per dozen. Quantity discounts: 
Orders of 1 to 5 gross assorted sizes of blades, unit 
delivery—10%. Orders of 5 gross or more assorted 
sizes of blades, unit delivery—15%. Send for illus- 
trated circular. 


Bard-Parker products sold direct to consumers 
through authorized Agents—located in 
principal cities of the United States and Canada, 


BARD-PARKER COMPANY, Inc. 
150 Lafayette Street. New York. N.Y. 
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Three Quality Uniforms 





for $10.00 


ae 
UNIFORMS 
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Style No. 8100 














Style No: 8200 














Style No. 8300 


Postage Paid en | 
TO YOUR ADDRESS— Style No. 8500 


Full shrinkage allowance made in all our uniforms. Sent postpaid anywhere 
in Canada when your order is accompanied by money order. Prices do not 
include caps. When ordering, give bust and height measurements. 


PRICES: 


STYLE MATERIAL PRICE 
8100, 8200, 8300, 8400, 8500, Middy Twill, $3.50 each cr 3 for $10.00 
8100, 8200, 8300, 8400, 8500, Corley Poplin, $6.50 each or 3 for $18.00 





MADE IN CANADA BY 
ALL OUR GARMENTS WE ALSO SUPPLY 
weno’ (ORBETT~COWLEY “ors as 
GUARANTEED AS TO , 
MATERIAL AND Linetied AND CUFFS. 


WORKMANSHIP. 468 King St. W. 314 Notre Dame St. W. 
TORONTO MONTREAL 
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Quality Hospital Apparel at Prices 
No Higher than the Ordinary Kind 








Style No. 3200 
NURSE’S 
OPERATING GOWN 
Reg. Cuffs, $19.00 per doz. 
Knitted Cuffs, $21.00 per doz. 





Style No. 700 


ORDERLY’S COAT 


Made of good quality 
bleached duck, plain white 
or striped, medium high 
collar, three pockets, five 
detachable buttons, neat 
pointed cuff on sleeve. 

Prices: 
Plain whicte.......... $20.00 doz. 
Striped $21.00 doz. 
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Style No. 9003 Style No. 9001 
BIB APRON WAIST APRON 
Best Sheeting Best Sheeting 
$1.50 each or 6 for $8.50 $1.00 each or 6 for $5.50 














Style No. 407 
PATIENT’S BED GOWN 


Standard length 40 in., opens down back, with linen 
buttons or tie tapes if preferred, reinforced with yoke 
both back and front. 


$9.00 per doz. 


ices: 
Indian Head, unbleached.............. 
$13.00 per doz. 


Indian Head, bleached 
SALES TAX INCLUDED 


Made in Canada by 


CORBE 1 COWLEY 


468 King St. W. 
MONTREAL 


TORONTO 





L 





Style No. 3700 

SURGEON’S 
OPERATING GOWN 
Reg. Cuffs, $19.00 per doz. 
Knitted Cuffs, $21.00 per doz. 





Style No. 300 


HOUSE 
DOCTOR’S COAT 


Made of bleached drill, this 
coat is neat and serviceable. 
It has the lay-down collar, 
three ets, detachable 
buttons and pointed cuff on 
sleeve. 


50 doz- 


Coat 
Pant doz. 
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100°% Steam Penetration 


in the Castle Autoclave 


With a Castle you are assured of a sterilizing 
temperature everywhere within the dressings. 
There is no lag in temperature because of air 


Eliminates air pockets 


Lessens time for sterilization 


Increases factor of safety 


pockets. 


Air pockets simply don’t exist in Castle auto- 
The air is all driven out by pressure of the 
steam itself, which acts like a piston in pushing 


claves. 


it out. 





Valve allowing 

steam to enter 

} y rear of Chamber 
aS Ie 





This is ‘‘Forced Air Evacuation,’’ the famous 
Castle contribution to safer hospital sterilization. 


Because it eliminates the dangerous uncertainty of 
air pockets, it reduces time for autoclaving and 


affords the largest factor of safety. 
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Keeping Industrial Workers Healthy 


Among the new branchings of public service the 
McGill University authorities have under advise- 
ment, none deserves more favorable mention than 
the proposed Department of Industrial Medicine, 
now being organized in association with a clinic for 
industrial diseases at the Montreal General Hospital. 
By this arrangement, the skill of the Medical Faculty 
will be brought to bear upon the healthful regulation 
of the factories and workshops, expert advice being 
given to the corporations in charge of these enter- 
prises, and the welfare of the workers constantly 
looked after by those preventive methods which are 
in every way superior to the old-time system of minis- 
tration. Whereas in former days it was customary 
to keep the physician’s office entirely apart from the 
industrial plant, and await the various odd applica- 
tions for medical service only after some sickness or 
accident had occurred, the scheme now set in motion 
seeks to preserve and promote the all-round general 
health and fitness of the workers at their daily tasks. 

Public health work of this sort includes professional 
advice and service in respect of shop environment, 
cleanliness, light, exercise, security from accident and 
protection from noxious influences, the best means of 
preserving such sanitation and hygiene as shall keep 
the workmen in good trim as far as possible through- 
out the entire days of the year. Instead of the con- 
tract doctor, whose duty it was, for a consideration, 
to supervise the conditions obtaining in any given 
factory, the present system aims at bringing the whole 
force of medical science into close and direct connec- 
tion with the industrial world, thus making a continu- 
ous and reciprocal service possible between the work 
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pursued in the university laboratories and the physical 
well-being of the masses employed under Canadian 
factory roofs. 

Up to this point, the proposal seems to be wholly 
commendable, but as the ‘“‘Montreal Gazette’ points 
out, there is an important phase of the problem of 
industrial health inspection and regulation which 
every employer has to consider, but which is not 
covered in the plan which has been outlined. The 
study of so-called industrial diseases, and the deter- 
mination of their causes cannot be complete or con- 
clusive if the scope of the investigation is limited to 
the condition and period of employment only. 
Before the responsibility in any given case of illness 
on the part of an employee is fixed, it is necessary, 
or should be necessary, to include in the investigation 
the movements, habits and environments of the 
individual during the hours he is not at work. Sixty- 
five per cent. of his time is spent away from his 
employment and it is fair to insist that whatever 
investigation is to be made shall cover that sixty-five 
per cent. If this is not done, no investigation can 
say whether or not the individual has so ordered his 
life when away from his employment as to maintain 
his physical fitness for the work which he has engaged 
to perform during thirty-five per cent. of his time. 
Indeed it may be said that such a study as that 
proposed by the University, if it is to be at all thor- 
ough, should take quite as much account of the em- 
ployee’s life away from employment as is taken of 
the actual conditions of employment. 


The Hospital of the Future 
Mr. R. G. Hogarth, President of the British 
Medical Association, and senior surgeon, General 
Hospital, Nottingham, recently delivered an address 
on ‘‘The Voluntary Hospital and Its Future.” 

In the course of his speech, which is reported in 
the “‘Lancet,’’ Dr. Hogarth said in part: 

“In my view we are ripe in this country for a rapid 
development of this system of mixed hospitals with 
paying and non-paying wards, or, if it is preferred, for 
a system of twin-hospitals—the one for free and the 
other for paying patients. The choice may often 
be determined by the possibilities of structural altera- 
tions on the existing hospital sites. 

‘Moreover, hospital experts now favour the view 
that a maximum of 600 beds is quite enough—or 
more than enough—for any general hospital, and 
that the model hospital of the future may be a large 
central building for urgent cases, with a ring of 
branch pavilions on the outskirts of the city, to 
which cases may be cleared as soon as they can be 
moved. The motor car has made changes possible 
which twenty years ago would have been quite out of 
the question. 

“You will say, ‘What about finance?’ I reply that 
such hospitals as I have described can be financed as 
our existing hospitals are financed—namely by the 
voluntary subscriber. But he must be organised as 
never before. It must be brought home to every man 
and woman that if it is their misfortune to become 
hospital cases their place is in the hospital. When 
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once people realise that when they are gravely ill, 
their chance of making rapid recovery is immeasur- 
ably greater in the hospital ward, they will not with- 
hold their support. 

“Given a liberal supply of paying wards, their 
subscriptions, when in health, will be sure, and in 
time of trouble they will gladly pay the tariff charged. 
We have to make the hospital to that extent a busi- 
ness proposition, just as at present the nursing home 
is a business proposition. But it will not be run for 
private profit, and that, I repeat, makes the all- 
essential difference. 

“May I remind you, in connection with this 
problem of finance, that the provincial hospitals, as 
was shown by the last report of the Joint Council 
of the Order of St. John and the British Red Cross 
Society, are now doing remarkably well? Seventy- 
five per cent. of 750 hospitals had a credit balance 
of their maintenance accounts for 1925, and their 
invested funds showed an increase of six millions in 
the last five years. 

“It is not a failing or a decaying system which 
can produce results like those. Remember, too, that 
90 per cent. of the current expenditure is subscribed 
voluntarily, and only 10 per cent. is derived from 
public funds in return for services which the State 
or the public authorities could not render half so 
cheaply. ”’ 


Hospital Service at General Motors 

So important a part of factory administration has 
employee welfare become that General Motors of 
Canada has just opened an entire building devoted 
to industrial relations at their Oshawa plant. Cen- 
tered in this building under the direction of the super- 
visor of industrial relations are the employment 
department, the plant hospital, plant doctors, medical 
examination rooms and dining hall. Three doctors 
—one of them the medical officer of health of Oshawa 
—spend three hours a day each at the hospital, so 
that there may be always one physician on call. 

Gone are the days when a workman went to the 
hospital for only a serious injury. Employes are 
now encouraged to have medical treatment for even 
the smallest mishaps—splinters or minor cuts, for 
example. As a result of this plan the number of 
small injuries treated at this factory amounted to 
nearly twenty a day in 1926, a considerable increase 
over the previous year. But serious cases showed a 
reduction of twenty-four per cent. during the same 
period, in spite of the fact that longer hours were 
worked. 

Men are made, to a certain extent, their own doc- 
tors in this unique plant by the holding of first-aid 
classes throughout the factory. Forty-one employes 
received a St. John Ambulance certificate this year 
for proficiency in first-aid, and the class is again being 
operated with an enrollment of about seventy-five. 
From the group who pass the tests men are selected 
to take charge of the first-aid stations throughout the 
factory. In addition to caring for minor injuries 
they report any hazards or unsafe conditions which 
may exist. 
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D.S.C.R. Year’s Expenditure, $54,003,458 

The Department of Soldiers’ Civil Re-establish- 
ment spent $54,003,458 in the last fiscal year, accord- 
ing to the Department’s report tabled in the House of 
Commons by Hon. Dr. J. H. King, the Minister. 
There was a reduction of 432 in the numbers of 
patients receiving treatment from the previous 
year, the total being 3,097. Of these, 1,616 received 
treatment in eight Departmental hospitals and the 
balance in other Canadian institutions. There were 
1,374 medical and surgical cases, 648 tuberculosis 
cases and 1,075 mental cases. 

The report states that the services of the medical 
staff of the Department are still in great demand for 
out-patients or clinical treatment, the number dealt 
with during the past year being 134,248. Over 
39,000 pension examinations were conducted. 

The number of artificial legs issued last year was 
612, and arms 119. A measure of unemployment 
relief is still in force for pensioners, and $337,400 was 
issued for groceries, coal, rent, etc., to 32,000 pension- 
ers. In Vetcraft shops, 287 men were employed, 
and while the shops were operated at a loss, the 
Department regards the results as worth while. 
The staff of the Department was reduced by 291 
during the year, and ninety-five per cent. of the 
male members of the staff are returned soldiers. 


Members of Medical Society Visit Montreal 

Members of the American Gynaecological Club, 
drawn from members of the American Gynaecological 
Society, visited Montreal during February. They 
were the guests of Professor Chipman, the staff and 
the department of gyncaeology and obstetrics of 
McGill University. 

The members of the Society visited the Royal 
Victoria Hospital and attended a clinic as guests of 
Professor Chipman. They also attended special 
clinics at the Montreal General Hospital and McGill 
Pathological Institute. 

The club is composed of representatives of the 
teaching staffs of the large United States and Cana- 
dian universities and hospitals, and was formed 
for the purpose of studying hospitalization in all its 
forms more closely. Each year either in Europe, 
Canada or the United States, a visit is paid to several 
of the more widely known clinics and important 
benefits are obtained by the members. 


Dr. Edward Ryan’s Appointment 

Dr. Edward Ryan, medical superintendent of 
Rockwood Hospital, Kingston, since 1905, has been 
appointed superintentent of provincial mental hospi- 
tals in Ontario. He has been alderman and mayor 
in Kingston, and president of the Kingston Conserva- 
tive Association, and has been a professor of clinical 
surgery and medicine at Queen’s University. During 
the war he first had charge of a section of the Ontario 
Military Hospital at Orpington, England, then 
visited various hospitals for nervous cases, and 
in 1917 returned to Canada as M.O. in command of 
“D” unit. Military Hospitals Commission, in which 
Toronto district was included. 
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METHODS USED BY PURCHASING AGENTS 


BY MARY L. BURCHER 
TORONTO 


The position of purchasing agent in the modern 
hospital is one of the outcomes of this age of special- 
ization. A central purchasing department under the 
supervision of a purchasing agent has come to spell 
efficiency, and wherever facilities permit, this pro- 
cedure is now followed. Figures assure us that the 
money saved in consequence gives ample proof that 
this system warrants its continuance. The details 
of procedure are necessarily varied, but on main 
issues there is a marked similarity of methods. In 
smaller hospitals the superintendent has this duty 
among others, but even here there is a marked 
trend towards standardization. 

Qualifications of Purchasing Agents 

The best type of purchasing agent appears to be 
one who has had a thorough-going business training, 
with special attention paid to that of purchasing. 
He must realize that for every dollar expended, he 
must receive one hundred cents of value. He must 
have one eye on prices and the other on quality. 
He must be an efficiency expert. 

The purchasing agent may function in various 
ways. He may be given arbitrary power to do all 
purchasing. If so he must possess unusual skill, for 
there is probably no other institution in which such 
a variety of purchases is made, and under these con- 
ditions he has no one with whom to confer. He 
holds the reins in his own hands. Again, his position 
may be of a clerical nature and himself a figurative 
head. In this case you will usually find the purchasing 
office merely a clearing house for the needs of depart- 
ments. It sometimes happens that though retaining 
a supreme position, the purchasing agent confers with 
the heads of departments, both making and receiving 
suggestions. In this way he profits by the advice 
and experience of those who are specialists in their 
own line, and in consequence he probably purchases 
in a much more sound and sane fashion. This 
co-operative method is claimed by many to be the 
method par excellence. 

Importance of Recording 

No matter how expert the purchasing methods, 
the effects are all lost unless the recording of purchases 
and stores is handled efficiently. As has been said 
before, the details of any branch of purchasing 
necessarily differ, while fundamentals remain constant. 
In an interview with the purchasing agent of one of 
our largest hospitals he detailed a plan of purchase, 
receipt and record of stores which he found very 
simple. He stresses emphatically the proper recording 
of stores, and maintains that no matter how small 
the hospital, there should be a definite procedure 
adopted. 

Suggested Method Outlined ; 

The following method is suggested which permits 
of simplifying or elaboration, according to the speci- 
fic needs of the hospital. 

Have all purchasing orders made in triplicate. One 
copy should go to the vendor, a second should be 
returned to the purchasing office, the third copy 


should go to the stores department, and on this 
copy quantities should not be shown. Goods should 
be received in a central receiving room. On receipt 
of goods, check with purchase order, filling in quan- 
tities exactly as received. Pass this document to the 
purchasing office, match with origincal copy of the 
purchasing order and invoice. After being recon- 
ciled and everything certified as in order, pass for 
payment. The original office copy should then be 
filed in the purchasing office for future reference. 

After receipt of goods in the receiving room, send 
goods to respective storerooms, and store in the 
facilities provided. On receipt in stores, complete 
the stores card or record immediately. Records may 
be kept in stores as part of the duties of the store- 
keeper, or a record may be kept in the main office, 
particulars being taken from completed copy of order 
and invoice which have been passed for payment. 
This stores record should show receipt of all goods, 
quantities of goods taken out, and balance on hand. 
This method of recording stores will give an adequate 
check on consumption as well as checking unauthor- 
ized leakages. 

Requisition Methods 

The method found most satisfactory is that of 
having the supervisors of wards or those in charge of 
departments requisition from stores at stated inter- 
vals. Requisitions are made out on special forms, 
these forms providing a permanent record which is 
filed in stores, after being filled as per request and 
recorded on the card. No supplies should be given 
out without a requisition having first been submitted. 

It is interesting to note in just which lines of goods 
the purchasing procedure varies. After interviewing 
several representative purchasing agents we are able 
to present to you the methods which they have found 
to answer their requirements. 

Purchasing Foodstuffs 

Since the recovery of patients is largely a matter 
of proper diet, only the best qualities of foodstuffs are 
bought. Standard products have a preference, while 
any change in the brand of foodstuffs bought must 
meet with the approval of the dietitians. Most 
hospitals find that they can save an appreciable 
sum by making their own bread. Butter and dairy 
products are bought direct from creameries or jobbers 
by one purchasing agent. Another prefers to contract 
in the late summer for the winter supply. This avoids 
fluctuations and the necessarily higher winter price. 
As soon as the market price reaches contract price 
they begin drawing on the butter for which the con- 
tract was made. Meats are bought direct from the 
abattoirs and must pass inspection in the hospital. 
In some cases a monthly contract with definite speci- 
fications is made with the abattoir. Chickens and 
eggs are bought, for the most part, direct from the 
country. Groceries and staples are necessarily bought 
in bulk and in large quantities. Some hospitals buy 
at no specific times, while others make a three months’ 
contract, drawing against the contract sufficient sup- 
plies to last for one month. Staples*are bought 
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through jobbers. It has been found in one hospital 
that it is more economical to buy canned fruit in No. 
10 tins than in any other size. Sometimes vegetables 
are bought direct from the farmer. To assure a 
supply of strictly fresh fruit and vegetables, one 
hospital makes it a point to buy three times a week. 
Potatoes and citrous fruits are bought where the 
market indicates a favourable contract. 

Another hospital is quite unique in that a portion 
of its purchasing is done through a purchasing com- 
mittee. In this case several various institutions are 
conducted by the same body. This has led to the 
formation of a purchasing committee, through which 
the purchasing of goods in common use in all the 
institutions is done. Foodstuffs naturally come 
under this heading. The hospital itself is, however, 
still open to make its own selections if necessary or 
desirable. 

Hospital Equipment 


Equipment has been more or less standardized in 
most hospitals. Certain manufacturers have become 
outstanding in various lines of equipment and these 
are given preference. When in the market for new 
equipment, these items are bought wherever possible 
on tender, only firms being asked to quote who in the 
past have turned out satisfactory goods. Equipment 
new on the market, or hitherto found unreliable, is 
necessarily subjected to very careful scrutiny and 
trial. Another hospital buys the bulk of its equip- 
ment through local jobbers who have the agencies. 
The purchasing agent has found that on some lines of 
equipment he can do even better with the jobber than 
with the manufacturer, considering service and the 
fact that many items of equipment are made in the 
United States and other countries and handled here 
by jobbers. 
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Form 3% DEPT. HEAD 
Requisition forms provide a permanent record which is filed 
in stores department. No supplies should be passed out 

without such a record for checking 
Bandages, Gauze, etc. 

Most hospitals find it possible to buy bandages, gauze, 
cotton, cotton substitutes, etc., from the manufac- 
turers direct when bought in large quantities. Cotton 
bandages are often bought in bolts and cut and rolled 
in the hospital. Semi-finished dressings have been 
introduced recently and are, it is said, proving econ- 
omical as well as a convenience. One-hospital finds 
it cheaper to buy dressing pads made up. A well- 
known purchasing agent makes it a practice to buy 
gauze with the definite standard of 20x12 mesh for all 
ordinary dressing purposes. A contract is made for 
50,000 yards and drawn against as required. Absor- 
bent cotton is bought in ton lots and delivered when 
requested. Chloroform, zinc oxide, adhesive, ether, 
and ethyl chloride are all purchased from the manu- 
facturer in sufficient quantities to secure very low 
prices. 

Drugs and Chemicals 

Most hospitals prefer to buy drugs and chemicals 
whenever possible direct from the manufacturers. 
Prescriptions are put up in the hospital. Another 
hospital allows its pharmacy head to control the 
purchasing of supplies, working on the theory that 
being a trained pharmacist, one knows the qualities 
of drugs that give most satisfaction. In buying 
drugs, quality is the sole and ultimate factor in the 
placing of business. They are purchased on a com- 
petitive basis where an equal quality can be obtained 
from different sources. 

Replacing China 

All purchasing agents agree that china is a very 
large item for replacement, the supply being subject 
to so much breakage. One hospital buys through a 
local jobber with whom they place an import order 
twice a year. The goods are shipped direct to the 
hospital, eliminating several unnecessary charges. 
This method saves as much as 15 per cent. French 
china is used for private patients and nurses, and 
English vitrified ware for public ward patients. When 
necessary, replacements are sometimes made from 
the stock of the jobber. To avoid sameness, another 
hospital gives the homelike touch by using various 
kinds of china bought through wholesale houses. A 
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third hospital usually purchases its china from local 
representatives of Old Country potteries, having found 
that import prices are lower than for goods delivered 
from local stocks. Only sorting requirements are 
required from local stock for immediate delivery. 
Purchasing Linens 
Standardization seems to be supreme in this line 
too. Some hospitals declare that they have used the 
same qualities for years. When in the market they 
ask for quotations, the firm quoting lowest receiving 
the order, having quoted on a specifically laid down 
quality. Sometimes these supplies are obtained 
through local representatives of Old Country firms or 
local importers. 
Made-Up Goods 


Bed gowns, operating gowns, uniforms and orderlies’ 
suits are standardized as to pattern, style and quality. 
When in the market quotations are called for. The 
firms making them up do so strictly according to 
sample. One hospital had a method not found in 
any of the others interviewed. Their bed gowns, 
operating gowns, etc., are made up in the hospital by 
paid sewers who are experts in this line of sewing. 
When not needed for this type of work they fill in on 
the mending and hemming. This procedure they 
claim saves them money. It is interesting to note 
that the opposite view is held by another purchasing 
agent. His method is to buy ready-made gowns, etc., 
wherever possible, claiming that large scale production 
in white goods factories makes a saving possible. 

Surgical Instruments 

One hospital is buying stainless steel instruments 
now, since they last so much longer. The older type 
of instrument had to be replaced more often than the 
stainless steel, being more subject to the breaking 
down that results from sterilizing. Many instruments 
are imported, while the more commonly used ones are 
bought through local supply houses. Purchasing in 
quantities for direct import shipment makes a very 
substantial saving possible in many cases. 
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Vioray Glass Available in Canada 

Widespread interest has been created by the 
announcement of Lt.-Col. W. E. Phillips, president 
of W. E. Phillips Co., Ltd., of Oshawa, that the much- 
heralded Vioray Health-Giving Glass is at last 
available in Canada. 

The first action of Colonel Phillips on receiving the 
initial shipment of Vioray was to offer to glaze a ward 
in the Oshawa General Hospital. Needless to say, 
the Board of Directors were delighted with Col. 
Phillips’ kind offer. 

Vioray is the commercial window glass which per- 
mits the passage of the ultra-violet rays, also a larger 
portion of the infra-red rays. It provides perfect 
vision and is not distinguishable from ordinary glass, 
but is said to be tougher and more durable. Colonel 
Phillips pointed out that a man could sit in his office 
with the full sunshine pouring in on him through 
ordinary window glass all year round and never get a 
trace of sunburn. This is because the ultra-violet 
rays are absorbed by the ordinary glass. If the 
same man were to sit in his office with the sun coming 
in through Vioray Glass, in a few days he would have 
a fine, healthy sunburn, as good as he could get on the 
golf links. 

The profound benefits of the absorption of ultra- 
violet rays by the skin has been established beyond 
all doubt. Exposure to these rays accelerates 
healthy growth, not only to children, but of animal 
and vegetable life. In children, it has been found 
that the ultra-violet rays prevent development of 
rickets, increase resistance to infection and speed the 
healing of wounds. They are, as we all know, an 
important beneficial agent in the treatment of skin 
diseases, rheumatism, neuritis, St. Vitus dance, 
catarrh, tuberculosis and many other ailments. 

Ordinary window glass permits the passage of 
some ultra-violet rays, but it is opaque to rays of 
3,100 A.U. or below. However much sunlight may 
pour into a room, the ordinary glass prevents the 
entry of the vital rays. 

Ultra-violet rays extend roughly from 2,000 to 
3,900 A.U. The wave lengths from 2,000 to 3,000 
A.U. are called the ‘far ultra-violet rays’’ and consti- 
tute the ‘abiotic’ rays, which, if intense, cannot be 
tolerated by living beings except for a short exposure, 
while the band of waves from 3,000 to 3,900 A.U. is 
termed the ‘‘near ultra-violet’’ and may be classified 
as the “‘sunlight range” since these rays constitute 
the ultra-violet part of sunlight. 
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AN ALTERNATIVE TO CO-OPERATIVE BUYING 


By H. EVERETT 
WINNIPEG 


After careful and somewhat exhaustive study, 
and having had considerable experience in catering 
for and supplying the needs of such institutions as 
you represent, we have in addition gone pretty 
deeply into the methods employed in the United 
States, where it is found that in only one city, Cleve- 
land, has any success been attained in co-operative 
purchasing. This city has 21 hospitals and kindred 
institutions, and the cost of co-operative purchasing 
was something like $20,000.00 a year, which covered 
20,806 purchases; approximately, therefore, $1.00 
for each purchase. The institutions concerned had 
also to finance the undertaking, which meant finding 
a large sum of money over and beyond the $20,000.00 
referred to. From knowledge thus gained, we would 
therefore say that the method is too costly for applica- 
tion to this Association, especially when it is borne in 
mind that no saving whatever was made to the two 
largest hospitals in Cleveland, and that in no other 
place where it has been tried has any measure of 
success whatever been attained. 

From these and other facts secured we have come to 
the conclusion that co-operative buying for scattered 
institutions could only be successfully accomplished 
by the establishment of a central buying office; the 
appointment of an expert merchandiser and staff, 
which together with office expenses would probably 
cost you $8,000.00 or $10,000.00 a year, and even 
then no saving in prices would be effected unless 
one were in a position to at all times place orders 
for the maximum quantities quoted on—a most 
unlikely thing. In addition a considerable working 
capital would be required, which we take it would be 
hard to find, knowing the financial troubles of most 
hospitals and how hard it is to find the money for 
actual and immediate requirements. 

Buying Wisely 

Rather would we suggest that if your Association 
could adopt a form of standardization for supplies, 
other than surgical instruments, apparatus or appli- 
ances, with a view to all hospitals using a specific 
article for a specific purpose, which article could be 
purchased by both great and small at one price. 
This should be the lowest at which same could pos- 
sibly be obtained in competition. Experience tells 
us that at the present time one institution is buying 
one thing and another something else, paying 
‘otally different prices, which by the way is not always 
the most ecbnomical and certainly not the most ad- 
vantageous. 

The importance of this subject and its relative 
economy urges us to invite you to a careful and 
prolonged study, believing that if properly under- 
stood you will reach the same conclusion and eventu- 
ally adopt the idea and see that every hospital 
represented-puts it into effect, the object being to 
bring about a uniformity in commodities and espec- 
ially to afford the smaller institution the ability to 

From an address given to a conjoint convention of the Alberta Associa- 


tion of Registered Nurses, The Alberta Hospitals’ Association and The 
Alberta Municipal Hospitals’ Association at Calgary, November 23rd, 1926. 


do its own purchasing on a more economical 
basis than now obtains, even for smaller quantity 
lots. In short, toput both large and small on a buying 
equality with the added advantage of all using the 
correct article for the same purpose. 

This can be brought about very simply and at no 
cost other than for clerical work by the appointment 
of an executive committee of about four. This 
executive should have power to decide on the quality, 
type and specifications of all supplies, after inspect- 
ing competitive samples and sit as a jury on all ar- 
ticles which may be added to the list from time to time. 

Reducing Varieties 

On examination it is found that until quite recently 
there were no less than 111 variations in the length, 
width and height of beds in use. Thanks mainly 
to the manufacturers, these have been reduced to 
five, which are ample, especially in these days of 
extension stems and tyred castor*, permitting ad- 
justment to any height, as circumstances may 
warrant. 

Likewise we find no fewer than 40 different sizes 
of bed pads. Six or seven should be ample for all 
purposes. There were also 55 different sizes in 
bed sheets, about 45 too many. In bureau scarfs 
there were 39 in use and in hand towels, 51 sizes. 
There were, too, some 110 varieties of chinaware and 
dishes. It has been recommended by the American 
Hospital Association that these be reduced to about 
23. These figures concerning the multiplicity of 
sizes, shapes, styles and quality of practically all 
equipment could-be continued ad infinitum, but it is 
not necessary to so continue excepting to mention 
blankets, wherein we expect we shall and indeed do 
find as many variations in size, weight, colour and 
quality as we found in the length, width and height 
of bedsteads. It should be the duty of the suggested 
committee to eliminate all superfluities and to select 
for standardization only such as are actually needed 
and acquaint your various institutions of their de- 
cision, leaving each hospital to do its own purchasing. 
This will mean much to the smaller buyers, as a 
hospital with only 10 or 20 beds will have the assur- 
ance that they are buying at the same prices the same 
merchandise .as those having 200 or 300 beds, thus 
preserving their individuality and doing their own 
financing. 

In this matter each superintendent would be 
instructed by the committee of the firm from whom 
these standardized supplies can be obtained and the 
last quotation on them—these being fixed, say, for a 
six months’ period. There may be some items 
which would fluctuate with marked variations, 
but in the hands of reputable people, you would, of 
course, be given every advantage of lower markets, 
quite as readily as you would be asked to pay more 
on a rising market. 

Whilst mentioning prices, we would like to empha- 
size the fact that it is not economy to all times 
buy the lowest-priced article. In fact we have in 
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our possession many letters from superintendents 
of various hospitals emphasizing the false economy 
of so doing. Rather would we say, ‘‘State the exact 
article you require, complying with the specifications 
determined on, and buy the needed supply in the 
lowest market you can find.’”’ We know of one 
instance where the same linen has been in use for 
some four or five years. Supposing that linen cost 
$2.00 per piece, on an average, it will be 40c per year 
for its use. It would probably have been possible 
to buy something for $1.40 the piece, which would 
have lasted only two years. Thus the yearly average 
wear would cost 70c, almost double, to say nothing 
of the advantage and pleasure of using the better 
quality. The same reasoning applies to sheets, 
blankets, mattresses, etc. Hotels will buy the best, 
so will private people, for their guests to use for seven 
or eight hours per diem. The hospital has to provide 
for a patient who will possibly use them continu- 
ously for 24 hours every day; therefore such equip- 
ment should be the very best of its kind obtainable 
with the added hope of prolonging the precious life 
of the patient or actually saving it. 

To return to suggested buying in co-operation. 
It is interesting to note that practically all the larger 
hotel corporations, railways and others operating 
chains of establishments, where the equipment is all 
precisely the same, and who are much more closely 
in touch with each other than separately managed 
hospitals can ever hope to be, have entirely abandoned 
the idea of a centralized purchasing department, 
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leaving each to buy its own supplies. Having ascer- 
tained by experience, that however well systematized 
a central purchasing department may be, it was not 
the success anticipated, and any saving effected was 
entirely obliterated by the disadvantages accruing. 
A great deal can be said on both sides and indeed, 
much should be said by both before any group of 
superintendents decide to experiment. It may prove 
very costly in the matter of dollars and cents, but 
the chief loss to the institution, and the greatest, 
would be in the loss of individuality by the hospitals 
concerned, by being ‘‘out of touch’’ with the source 
of supply of commodities in daily use. 
Lack Knowledge of Values 


Quite a prominent superintendent of a western 
hospital in discussing the matter with us, said it 
was unfortunate that many of those into whose 
hands the purchasing for smaller institutions was 
committed had not much knowledge of values of the 
merchandise they had to purchase and he would very 
much like to see some such system as has been 
outlined adopted if only as a safeguard. You will 
probably yourselves know how true that is and how 
much greater confidence those good people would 
have in their ability to economically operate the 
institutions over which they preside, if they were 
assured that in placing their orders they were doing 
so at the very minimum cost and obtaining likewise 
the best article. 

It should be a real concern of the executives of 
the larger hospitals to interest themselves in the well- 
being of the smaller and to help them in their opera- 
tions, and much will be accomplished if they will 
go out of their way todo so. Elimination of waste is 
quite closely allied to good buying, and the suggested 
Committee might well be consulted by all officials 
who are planning any larger than usual outlay or 
expenditure, and advice given, bearing in mind the 
importance of knowing what not to buy—it being 
well known that many thousands of dollars are 
expended annually in equipment which is not prac- 
tical and may never be used. 

It is also interesting to know that about one-third 
of the money expended is for food, about 2 per cent. 
for utensils, cutlery, kitchen supplies and dishes, 
whilst the cost of linens, bedding and the like is 
about 121% per cent. Cleansing materials too are a 
very considerable item of expenditure, being subject, 
so a printed report we have before us says, to con- 
siderable exploitation by unscrupulous dealers. These 
materials should be closely watched. The sugges- 
tion is that such standardization as is undertaken 
at first, should be: 

1. Cleansing materials. 

2. Food supplies—other than 

locally. 

3. Utensils, kitchen supplies, cutlery and dishes. 

4. Linens and bedding. 

This list has been considerably added to. 

This would afford ample work for your committee 
for the time being and be a ground work for future 
additions. It would probably take at least two or 
three years to get such a scheme properly adopted 
and functioning, but we are fully persuaded that the 
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labour will be well spent and the advantages accru- 
ing well worth while. Especially to the smaller 
hospital will this apply, and whilst the larger institu- 
tions will have little to gain, they will have had the 
pleasure of assisting the others to obtain the same 
buying facilities which they themselves have, and 
still be doing the best for their own. 

The first step should be to determine the quality 
to be employed, the price being a secondary con- 
sideration. 

The next, and one where economy can well be 
practised, is to find the right market. Most textiles 
used in hospitals, practically all chinaware} cutlery, 
and a very large number of other items in daily use 
are of British, United States or European manufac- 
ture, and should be bought from the actual importer, 
thereby eliminating much handling, and minimising 
the profits, and ultimate cost to you. 

The importer will be your nearest to the source 
of supply, and thus only one, probably quite small, 
percentage of profit will accrue. 

Small Hospitals Benefit 

Since the principal object of our suggestion is to 
secure to the smaller hospitals the ability to do their 
own purchasing on the same footing as the larger 
institutions, and to safeguard them from exploita- 
tion, it is desirable for their guidance that a standard 
be set. Indeed, we think it is quite possible and 
probable that a group oS institutions, say 20in number, 
with an average of 30 beds each, could buy quite a 
large amount of their expendable supplies really on 
more advantageous terms than one large hospital, 
say of 300 beds. 

Standards to be effective must govern the dimen- 
sions, weight, quality, colour and perhaps brands, 
and when once determined on, should not be varied 
except for some quite sufficiently good reason, 
such as that a more desirable specification has been 
found. 

Every hospital entering into the arrangement 
would be advised the complete details and be in- 
formed of the firm or firms from whom supplies can 
be obtained, the current price of the commodity, 
and the terms on which orders can be placed. 

The estimated aggregate yearly consumption of 
each standard line would have to be given to the 
firm or firms designated, to enable them to obtain 
for you the lowest price for the anticipated con- 
sumption and to be prepared with sufficient stocks 
for filling requisitions when required. Unless this 
can be done, we shall fail to achieve our principal 
aim, as the importer to secure the minimum price 
must know the maximum quantities likely to be 
called for. Their orders would have to be placed 
many months ahead, but they would hold the stocks 
ready for delivery to the various institutions in such 
quantities as would be most convenient to them. 

We have tried to give you some reasons why it 
will be good business for you to adopt standardiza- 
tion of your expendable supplies and will now en- 
deavour to show you the economical side of the 
question. It is an everyday occurrence with buyers 
to have the salesman enquire how much or how 
many they want to order. The reason for that 
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question is that he has different prices for different 
quantities, and the larger the quantity of one par- 
ticular line of goods which can be ordered, the price 
therefor will be correspondingly lower. For this 
reason only, your hospitals grouped together for 
buying purposes or rather for the purpose of ob- 
taining quotations would be in an exceedingly strong 
position. 

There is the greatest possible tendency on the part 
of all hospitals and other large institutions to reduce 
their commodities to fewer items, but there is a 
considerable difference of opinion as to what sizes, 
quality, etc., shall be retained or eliminated. It is 
to determine these that it has become increasingly 
necessary to adopt standard lines. These, however, 
should only be determined on after careful study, anda 
as a result of that study the recommendations made 
should be acceptable to those concerned. The 
acceptance of standards does not however complete 
the work. To be useful they must be applied, 
for as long as they remain unused, their benefits 
and advantages will not accrue. 

Standardization is becoming to be better under- 
stood and with an increasing understanding of its 
advantages, its general adoption must and will be- 
come general. Even a casual study of what has been 
accomplished in other fields by simplification will 
be sufficient to convince you of its merits, and on 
application to the group of institutions you rep- 
resent will undoubtedly be the means of effecting 
great savings in cost. 
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STEEL FURNITURE 


for | 
HOSPITALS and INSTITUTIONS 


URNITURE that’s as solid as the fabric of your 
building—that will last more than a lifetime, 
that hard usage cannot scar or dint, that acids do | 
not easily stain, furniture that does not warp, that 
can be washed at frequent intervals—here of course | 
is the ideal furniture for hospitals and institutions. 


Moreover it is interesting to look at. The designs 
are simple and graceful, the proportions as charm- 
ing as in good suites of wood. The pictured pieces 
have been chosen for various up-to-date hospitals, 
in company with the regulation adjustable bed, 
Somnoe with adaptable bed-table and screens. 
These and other designs are supplied by our Contract 
Department in walnut finish, white enamel or the 
new delicate shades which some of the best appoint- 
ed hospitals now use. Estimates will be given 
on request. 








Telephone Adelaide 6527 


“T. EATON Creo 


TORONTO CANADA 


Retail Stores:—Toronto, Winnipeg and Montreal 
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News of Hospitals and Staffs 


A Condensed Monthly Summary of Hospital Activities, Building 
and Extension Plans and Personal News of Hospital Workers. 
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MonTREAL.—At the annual meeting of the Board 
of Governors, Dr. G. G. Campbell was appointed a 
member of the consulting staff of the General Hospital. 

Dr. D. MacCallum was appointed registrar-in- 
chief. 

* * * 

ToRONTO.—The medical staff of the General 
Hospital elected the following officers: Dr. B. A. 
Brown, president; Dr. Grant Berry, vice-president: 
Dr. C. O. Miller, secretary-treasurer; Dr. D. R. 
Cameron and Dr. C. E. Wilson as councillors. 

* * * 

WALKERTON, ONT.—Mr. David Traill, well-known 
merchant of this town, died here on February 25th. 
He was chairman of the Bruce County Hospital 
Board since its inception and that he had the welfare 
of the Hospital at heart is evidenced by the fact that 
his will included a bequest of $20,000 to that institu- 
tion. 

* * * 

OsHawa, Ont.—At the March meeting of the 
Medical staff of the Oshawa General Hospital held 
at the nurses’ residence, the following officers were 
elected for the ensuing year; President, Dr. B. A. 
Brown; vice-presdent, Dr. Grant Berry; secretary- 
treasurer, Dr. C. O. Miller; Councillors, Dr. D. R. 
Cameron and Dr. C. E. Wilson. 

* * * 

Kamtoops, B.C.—Miss L. E. Moore, instructress 
of nurses at the Royal Inland Hospital, has been offer- 
ed the position of superintendent in place of Miss 
Boggs, resigned, and has accepted. She has already 
taken up her new duties. 

Miss Moore has had four years’ service on the 
staff and has had a wide experience of nursing in all 
its branches. A graduate of Wellesley Hospital, 
Toronto, she did transport duty during the war. 

* * * 

REGINA.—Miss Margaret I. Stewart, R.N., a 
graduate of the Regina General Hospital, has been 
appointed supervisor of the operating department 
of the Buhl Hospital at Sharon, a city in the middle 
of the iron and steel district of Pennsylvania. As 
part of her duties she is giving a course of lectures 
on operating-room technique. 

* * * 

TorontTo.—300 graduates of the Toronto General 
Hospital School of Nursing met in the King Edward 
Hotel on March 2nd, to honour the members of the 
graduating class of 1927, the dinner being arranged 
by the Alumnae Association under direction of Miss 
Kathleen Russell, president, and Miss E. Manning, 
general convener. 
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Moncton, N.B.—Senator C. W. Robinson and 
Captain J. W. Carter were in Fredericton recently 
conferring with the government regarding the exten- 
of the Jordan Memorial Sanitarium for which the 
late Mrs. J C. Jordan had left $100,000 in her will. 
The government, they report, have agreed to expend 
up to $15,000 in furnishing and equipp‘ng the premises. 

* * * 


QuEBEC.—The new hospital, ‘“l’Hétel Dieu du 
Saint-Sacrement,’”’ which is now being ‘erected in 
Quebec and which will have a capacity of four hund- 
red beds, will be opened next fall, probably in 
October. This hospital will be under the control 
of the medical faculty, as well as the Hétel Dieu du 
Précieux Sang, the St. Michel Archange Asylum 
together with the Clinic Roy-Rousseau, the Laval 
Hospital for tuberculosis, the ‘“‘Créche St. Vincent 
de Paul’’ for infants, the Maternity, and the Civic 
Hospital for Contagious Diseases. A medical board 


under the supervision of the dean of the faculty has 


already been organized in four of these hospitals. 
(Continued on page 66) 




















Most Canadian Hospitals using 
Mechanical Refrigeration 
Have 


“YORK” 
ICE MACHINES 


“‘The Best Made” 


Let us send you the names of those nearest you. 


Canadian Ice Machine Co., Ltd. 


TORONTO 


Winnipeg Vancouver 
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Systemic ultraviolet irradi- A 


ation with Air-Cooled ; 
Quartz Lamp, for malnu- 
trition. f 














Diathermyf or pain 
following fracture of 
forearm. 











} 
/ These photographs are used through the courtesy of Northwestern University 
Medical School, Chicago. Above is a view of one section of the Physical 
Therapy Clinic, showing three of the treatment cubicles. 


Physical Therapy Apparatus 
Designed to Medical Ideals 


S\ for radial nerve N the Dec. 11th issue of the Journal of A. M. A. 
ee Paralysis were printed the Official Rules of the Council of 
Physical Therapy of the American Medical Association. 
These official rules “have been adopted primarily with 
the view to protecting the medical profession and the 
>, public against fraud, undesirable secrecy and objection 
able advertising in connection with the manufacture and 
sale of apparatus and methods for physical therapeutic 
treatment.” 


Quoting further from the A. M. A. Bulletin of the 
House of Delegates: “It is hoped that the medical pro- 












Phototherapy for pain fession will give consistent support to this effort for 
in back following an ‘ 
muscular injury. sound therapy. Physicians may well follow in their 
choice of apparatus and in their work the opinions of 
the Council on Physical Therapy as to what is reliable.” 
For over thirty years the Victor X-Ray Corporation 
ae Se has specialized in the design and manufacture of electro- 
sera oes medical apparatus, and its policies have always been 
¢ of chronic otitis dictated by the ideals sought by the medical profession 
media. 





itself. The Victor line of Quartz Lamps, Diathermy 
Apparatus, Galvanic and Sinusoidal Apparatus, and 
Phototherapy Lamps will bear investigation by the dis- 
criminating physician who seeks quality first. 


Our Engineering Service Department is ready 
to submit installation plans for any contem- 
plated physical therapy equipment. Why not 
draw on their experience in working out 
installations for hundreds of other hospitals? 


VICTOR X-RAY CORPORATION 
OF CANADA, LTD. 


WINNIPEG—Victor X-Ray Corp. of Canada, Ltd., Medical Arts Bldg. 
VANCOUVER—Victor X-Ray Corp. of Canada, Ltd., . 
Motor Transportation Bldg., 570 Dunsmuir Rd. 
TORONTO—2 College St. MONTREAL—523 Medical Arts Bldg. 
DETROIT—For Essex County: 617 Charlevoix Bldg. 
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A Directory of Building Specialties, Equipment and Supplies for Hospital 
Executives, Building Committees and Purchasing Departments. 


For Convenient Reference the Listings are Divided into Seven Sections as follows: 


SECTION A—Page 31 


Building Materials (including Office 
Paints and Varnishes) Equipment, 
Supplies. 


SECTION B—Page 36 
Building Equipment 


SECTION C—Page 42 


Equipment, 
Furnishings and 


SECTION D—Page 51 


Clinical and Scientific Equip- 
ment and Supplies. 


SECTION E—Page 58 


Laundry Equipment and Sup- 
plies. 


SECTION F—Page 61 


Food Service Equipment, Uten- 
sils and Supplies. 


SECTION G—Page 64 
Foods and Beverages. 


General 


SECTION A 


Building Materials 


INCLUDING PAINTS AND VARNISHES 


ACOUSTICAL MATERIALS 


Canadian Johns-Manville Co., Ltd., 
Celetox Company, Chicago. 
Stevens Sound-Proofing Co., Chicago. 
ALUMINUM 
Sheet. 


Aluminum Company of Canada, Ltd., Toronto. 
British Aluminum Co., Toronto. 


BOARD, GYPSUM 


Ebsary Gypsum Co., 
Ontario Gypsum Co., Ltd., 


CEILINGS, METAL 
Canadian Rogers Sheet Metal & Roofing, Ltd., 


Toronto. 


Limited, Caledonia, Ont. 
Paris, Ont. 


Winnipeg: 


Man. 
Galt Art Metal Co., Ltd., Galt, Ont. 
Metal Shingle & Siding Co., Ltd., Preston, Ont. 
Metallic Roofing Co. of Canada, Ltd., Toronto, Ont. 
McFarlane-Douglas Co., Ltd., Ottawa, Ont. 
Ormsby, A. B., Co., Ltd., Toronto, Ont. 
Pedlar People, Limited, Oshawa, Ont. 
Western Steel Products, Ltd., Winnipeg, Man. 


CEILINGS 


Ornamental Glass 
McCausland, Robert, Ltd., Toronto, Ont. 


CONDUIT, ELECTRICAL 


Canadian General Electric Co., Ltd., Toronto. 
Canadian Triangle Conduit Co., Ltd., Toronto. 
Conduits Limited, Toronto. 


CORK BOARD 
Armstrong Cork & Insulation Co., Ltd., 


DOORS, METAL 


Metal Shingle & Siding Co., Ltd., Preston, Ont. 
Ormsby, A. B., Co., Ltd., Toronto, Ont. 
Western Steel Products, Ltd., Winnipeg, Man. 


Toronto. 


FIRE ESCAPES 


Architectural Bronze & Iron Works, Toronto. 

Dennis Wire & Iron Works Co., Ltd., London, Ont. 
Dominion Bronze & Iron, Ltd., Winnipeg, Man. 
McGregor & McIntyre, Ltd., Toronto, Ont. 

Ormsby, A. B., Co., Ltd., Toronto, Ont. 

Roelofson Elevator Works, Galt, Ont. 

Vancouver Engineering Works, Ltd., Vancouver, B.C. 
Watson, John, & Son, of Montreal, Ltd., Montreal, Que. 


FIRE PROTECTION APPARATUS 


Pronto Sales Co., Ltd., Toronto. 
B. H. Montgomery, Hose Reel Co., Toronto, Ont. 


FLOORING 
Marble 


Hoidge Marble Co., Ltd., Toronto, Ont. 

Hooper’s Marble & Granite Co., Ltd., Winnipeg, Man. 
Italian Mosaic Marble Co., of Canada, Ltd., Toronto, Ont. 
Marriott Marble Co., Montreal, Que. 

Ontario Marble Co., Ltd., Peterboro, Ont. 


Terrazzo 

Bilodeau, Ign., Limitée, Quebec, Que. 

Memorial Marble & Tile Co., Ltd., Winnipeg, Man. 
Pizzigali Terrazzo Tile Mfg. Co., Montreal, Que. 

Smith Marble and Construction Co., Ltd., Montreal, Que. 


Cork Composition 


Armstrong Cork & Insulation Co., Ltd., Toronto. 
Dominion Oilcloth & Linoleum Co., Ltd., Montreal. 


Rubber 


Canadian Consolidated Rubber Co., Ltd., Montreal, Que. 
Canadian I.T.S. Rubber Co., Ltd., Toronto, Ont. 

Dunlop Tire & Rubber Goods Co., Ltd., Toronto. 

Gutta Percha & Rubber, Ltd., Toronto, Ont. 


Linoleum, Battleship 


T. Eaton Co., Ltd., Toronto, Ont. 


Dominion Oilcloth & Linoleum Co., Ltd., Montreal. 
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Oil Cloth 


T. Eaton Co., Ltd., Toronto. 
Dominion Oilcloth & Linoleum Co., Ltd., Montreal. 


GLASS 


Vioray 
W. E. Phillips Co., Ltd., Oshawa, Ont. 


HARDWARE, BUILDERS’ 


Belleville Hardware & Lock Mfg. Co., Ltd., Belleville, Ont. 
Canada Foundries & Forgings, Ltd., Brockville, Ont. 
McLean & Powell Iron Works, Vancouver, B.C.. 
Montreal Hardware Mfg. Co., Ltd., Montreal, Que. 
National Hardware Mfg. Co., Ltd., Orillia, Ont. 
Peterborough Lock Mfg. Co., Ltd., Peterborough, Ont. 
Richards-Wilcox Canadian Co., Ltd., London, Ont. 
Slater, N., Co., Limited, Hamilton, Ont. 

Stanley Works of Canada, Ltd., Hamilton, Ont. 
Stratford Brass Co., Ltd., Stratford, Ont. 
Taylor-Forbes Co., Ltd., Guelph, Ont. 

Toronto Lock Mfg. Co., Toronto, Ont. 

Winnipeg Brass & Fixture Co., Winnipeg, Man. 

Yale & Towne Mfg. Co., St. Catharines, Ont. 


INSULATION 


Cold Storage and Refrigeration 


Armstrong Cork & Insulation Co., Ltd., Toronto. 
Canadian Johns-Manville Co., Ltd., Toronto. 
Celotex Company, Chicago. 


METAL 


Ornamental Work 


Architectural Bronze & Iron Works, Toronto. 
Canada Wire & Iron Goods Co., Hamilton, Ont. 
Galt Art Metal Co., Ltd., Galt, Ont. 

George B. Meadows Co., Ltd., Toronto, Ont. 


MONEL METAL FOR FABRICATION 


International Nickel Co., New York. 


PAINT 
Acid-Proof 


Barrett Co., Limited, Toronto, Ont. 
Brandram-Henderson, Ltd., Montreal, Que. 
British American Paint Co., Ltd., Victoria, B.C. 
Dominion Paint Works, Ltd., Walkerville, Ont. 
International Varnish Co., Ltd., Toronto, Ont. 
Ottawa Paint Works, Ltd., Ottawa, Ont. 
Ruberoid Co., Ltd., Montreal, Que. 
Sherwin-Williams Co. of Canada, Ltd., Montreal. 
Stephens, G. F., & Co., Ltd., Winnipeg, Man. 


Asphalt 


Brandram-Henderson, Ltd., Montreal, Que. 
Dominion Paint Works, Ltd., Walkerville, Ont. 
International Varnish Co., Ltd., Toronto, Ont. 
Lowe Bros. Co., Ltd., Toronto, Ont. 


Flat Wall 


Brandram-Henderson, Ltd., Montreal, Que. 
Dominion Paint Works, Ltd., Walkerville, Ont. 
Imperial Varnish & Color Co., Ltd., Toronto. 
International Varnish Co., Ltd., Toronto, Ont. 
Langmuir, James, Co., Ltd., Oakville, Ont. 
Lowe Bros., Co., Ltd., Toronto, Ont. 

Murphy Varnish Co. of Canada, Ltd., Montreal. 
Ottawa Paint Works, Ltd., Ottawa, Ont. 
Sanderson Pearcy Co., Ltd., Toronto, Ont. 
Sherwin-Williams Co. of Canada, Ltd., Montreal, Que. 
Stephens, G. F., & Co., Ltd., Winnipeg, Man. 


Gold and Aluminum 


Brandram-Henderson, Ltd., Montreal, Que. 
Canadian Bronze Powder Works, Ltd., Montreal. 
Imperial Varnish & Color Co., Ltd., Toronto. 
International Varnish Co., Ltd., Toronto, Ont. 
Lowe Bros. Co., Ltd., Toronto, Ont. 

Moore, Benjamin & Co., Ltd., Toronto, Ont. 
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Ottawa Paint Works, Ltd., Ottawa, Ont. 

Ramsay, A., & Son Co., Montreal, Que. 

Sanderson Pearcy & Co., Ltd., Toronto, Ont. 
Sherwin-Williams Co. of Canada, Ltd., Montreal, Que. 
Standard Paint & Varnish Co., Ltd., Windsor, Ont. 
Staneland Co., Ltd., Victoria, B.C. 

Stephens, G. F., & Co., Ltd., Winnipeg, Man. 


Ready-Mixed 

Brandram-Henderson, Ltd., Montreal, Que. 
Canada Paint Co., Ltd., Montreal. 

Dominion Paint Works, Ltd., Walkerville, Ont. 
The Glidden Co., Ltd., Toronto. 

Imperial Color & Varnish Co., Ltd., Toronto. 
International Varnish Co., Ltd., Toronto, Ont. 
R. C. Jamieson & Co., Ltd., Montreal. 

Lowe Bros., Ltd., Toronto. 

Martin-Senour, Ltd., Montreal. 

McArthur Irwin, Ltd., Montreal. 

Benjamin Moore & Co., Ltd., Toronto. 

Ottawa Paint Works, Ltd., Ottawa. 

A. Ramsay & Son Co., Montreal. 
Sanderson-Pearcy & Co., Ltd., Toronto. 
Sherwin-Williams Co. of Canada, Ltd., Montreal 


PARTITIONS 


Fireproof 

McFarlane-Douglas Co., Ltd., Ottawa. 
Metal Shingle & Siding Co., Ltd., Preston. 
A. B. Ormsby Co., Ltd., Toronto. 


Wire 

Architectural Bronze & Iron Works, Toronto. 
Canada Wire & Iron Goods Co., Hamilton. 
Dennis Wire & Iron Works Co., Ltd., London. 
B. Greening Wire Co., Ltd., Jamilton. 
Johnson Wire Works, Ltd., Montreal. 

Geo. B. Meadows, Ltd., Toronto. 


PLASTER 


Cement Wall 

Alabastine Co., Ltd., Paris. 

Manitoba Gypsum Co., Ltd., Winnipeg. 
Ontario Gypsum Co., Ltd., Paris. 


Finishing 

Alabastine Co., Ltd., Paris. 

Iona Gypsum Products, Ltd., Sydney, N.S. 
Manitoba Gypsum Co., Ltd., Winnipeg. 
Ontario Gypsum Co., Ltd., Paris. 

Toronto Builders’ Supply Co., Ltd., Toronto. 


ROOFING 


Asbestos 

Asbestos Mfg. Co., Ltd., Quebec. 

Asbestos Products Co. of Canada, Montreal. 
Canadian Johns-Manville Co., Ltd., Toronto. 


Galvanized, Iron and Copper 
Thos. Davidson Mfg. Co., Ltd., Montreal. 
W. E. Dillon Co., Ltd., Toronto. 

Galt Art Metal Co., Ltd., Galt. 


Macdonald Bros. Sheet Metal & Roofing Co.,Ltd., Winnipeg. 


McFarlane-Douglas Co., Ltd., Ottawa. 

Metal Shingle & Siding Co., Ltd., Preston. 
Metallic Roofing Co. of Canada, Ltd., Toronto. 
A. B. Ormsby Co., Ltd., Toronto. 

Pedlar People Ltd., Oshawa. 

Roofers’ Supply Co., Ltd., Toronto. 


Asphalt 


Barrett Co., Ltd., Toronto. 
Bird & Son, Ltd., Hamilton. 
Brantford Roofing Co., Ltd., Brantford. 


SHINGLES 


Slate 
Davis Slate and Mfg. Co. of Canada, Ltd., Toronto. 
Ontario Marble Co., Ltd., Peterborough. 
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ANNOUNCING 


VIORAY 


HEALTH- 
GIVING 


GLASS 


Ts medical profession will be much interested to learn that we 
are now in a position to supply VIORAY Health-Giving Glass 
which, while performing the function of ordinary window glass, 
permits the passage of the beneficial ultra-violet rays. 


This Spectrum Tells 
the Story 


In making this plate, condensed spark discharge was 
passed between Jones electrodes and an exposure of one 


minute given in each case. The absorption spectra were 
photographed on a Medium Quartz Spectrograph, size E. 
3, using a Wellington Spectrum Panchromatic Plate. 
The approximate limit of sunlight in the spectrum has 
been indicated on the plate, and this limit is the furthest 
that it is possible to attain, given ideal conditions. 


The following data covers additional optical measure- 
ments of VIORAY: 
Thickness of glass approximately 2.7 mm. 
Loss of light through reflection and absorption, 9.1 
% of the light incident upon the glass. 
The source of light in this experiment was a gas-filled 
metal filament lamp with a bluish daylight screen. 


The Range of Ultra-Violet Rays 
Ultra-violet rays extend roughly from 2,000 to 3,000 A. 
U. The wave lengths from 2,000 to 3,000 A.U. are called 
“far ultra-violet rays’’ and constitute the ‘‘abiotic’’ rays 
which, if intense, cannot be tolerated by living beings 
except for a short exposure, while the band of waves from 


3,000 to 3,900 A.U. is termed the ‘‘near ultra-violet’ and 
may be classified as the ‘‘sunlight range”’ since these rays 
constitute the ultra-violet part of sunshine. 


The sun’s spectrum ends abruptly about 2,°60 A.U., 
due to the absorption of all shorter wave lengths by ozone 
in the atmosphere. 


Curative Effect of 
Ultra-Violet Rays 


The benefits of the absorption of ultra-violet rays 
by the skin have been established beyond doubt. 
Exposure to these rays accelerates healthy growth, not only 
of children but of animal and vegetable life. In children, 
the ultra-violet rays prevent development of rickets, in- 
crease resistance to infection, speed the healing of wounds. 


As the spectrum shows, ordinary window glass permits 
the passage of some ultra-violet rays, but it is opaque to 
rays of 3,100 AU. or below. However much sunlight 
may pour into a room, the ordinary glass prevents the 
entry of the vital rays. 


We will be pleased to estimate costs of glazing any 
building or room with VIORAY, but suggest that as our 
initial supply is limited, prompt action be taken. For 
detailed information write 


WEPhillips Company 


LIMITED 


OSHAWA - 


ONTARIO 
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STAIR TREADS 
Metal 


Canada Metal! Co., Ltd., Toronto. 
Darling Bros., Ltd., Montreal. 
John Watson & Son of Montreal, Ltd., Montreal. 


Rubber 


Canadian Consolidated Rubber Co., Ltd., Montreal. 
Canadian 1.T.S. Rubber Co., Ltd., Toronto. 
Dunlop Tire & Rubber Goods Co., Ltd., Toronto. 
Gutta Percha & Rubber Limited, Toronto. 

K. & S. Tire & Rubber Goods, Ltd., Toronto. 


SHELVING 


Metallic 


Office Specialty Mfg. Co., Ltd., Newmarket. 
Brantford Oven & Rack Co., Ltd., Brantford. 
Dennis Wire & Iron Works, Ltd., London. 
Steel Equipment Co., Ltd., Ottawe. 


TERRA COTTA 


Montreal Terra Cotta Co., Ltd., Montreal. 

Grimsby Brick & Tile Co., Grimsby, Ont. 

Merkleys Limited, Ottawa. 

National Fireproofing Co., of Canada, Ltd., Toronto, 


VARNISH 
Floor and Woodwork 


Ault & Wiborg Co. of Canada, Ltd., Toronto. 
Berry Bros., Walkerville. 

Brandram-Henderson, Limited, Montreal. 
Canada Paint Co., Limited, Montreal 
Dominion Paint Works, Ltd., Walkerville, Ont. 
Flint Paint & Varnish, Ltd., Toronto. 

Glidden Co., Ltd., Toronto. 

Imperial Varnish Co., Ltd., Toronto. 
International Varnish Co., Ltd., Toronto. 
Langmuir, James Co., Ltd., Oakville, Ont. 

Lowe Bros., Cu., Ltd., Toronto. 

Martin-Senour Co., Ltd., Montreal. 

Murphy Varnish Co, of Canada, Ltd., Montreal. 
Ottawa Paint Works, Ltd., Ottawa. 

Penfound Varnish Co., Toronto, Ont. 

Ramsay, A., & Son, Co., Montreal. 

Sanderson Pearcy & Co., Ltd., Toronto. 

Scarfe & Co., Ltd., Brantford. 
Sherwin-Williams Co. of Canada, Limited, Montreal. 
Standard Paint & Varnish Co., Ltd., Windsor. 


VENTILATING APPARATUS 


Canadian Blower & Forge Co., Ltd., Kitchener, Ont. 
Lord & Burnham C5., Ltd., St. Catharines. 
Sheldons, Limited, Galt. 


WEATHERSTRIPS 
Chamberlain Metal Weatherstrip Co., Ltd., Kingsvilles 
nt. 
Higgin Mfg. Co., Toronto. 
Wm. Pearce Co., Ltd., Hamilton. 


Swan Mfg. Co., Winnipeg. 
Window Strip & Supply Co., Montreal. 


Motto Cards Make Patients Cheery 

Lonpon.—Cheery motto cards have been hung in 
several London hospitals as a means of encouraging 
patients to look on the bright side of things. 

One of the most popular cards reads: ‘‘Remember 
the steam kettle—though up to its neck in hot water 
it still continues to sing.” 

The nurses call the cards ‘‘cheer tonics.” 

Philip Inman, superintendent of Charing Cross 
Hospital, says the mottoes have done more good, 
in many cases, than rivers of medicinal remedies. 
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Vancouver General Isolation Hospital 

One of North America’s most modern isolation 
hospitals was opened to the service of Vancouver on 
January 29th. With the conveying of 50 sheeted 
stretchers from ramshackle wooden buildings—that 
were designed to serve for a year or two and have 
served 20 years—through the lighted subway con- 
necting the new $270,000 institution with all the 
diversified service of the greater general hospital, 
there will be inaugurated a care of infectious disease 
cases stated to be equal if not superior to that of any 
other city in Canada or the United States. 

“Isolation” is for the first time in the history of 
Vancouver hospitalization to mean more than a 
name, as each case of any infectious disease will be 
so completely “‘isolated”’ from the outside world and 
from every other patient and employee of the Van- 
couver General Hospital as to make the escape of 
“germs’’ almost impossible. 

So thorough is the system that not an article of 
clothing leaves the room, except in sealed bags 
which go directly to the steam sterilizing room. The 
patient enters the hospital through a sterilizing bath 
in the entrance office and leaves through another 
sterilizing bath at the end of convalescence. No 
hoise, no confusion, not even a bell signal for the 
nurses. 

Glass doors are so arranged as to give each nurse 
complete visibility of any ward interior, day or night. 
Although scarlet fever, diphtheria, measles or other 
diseases may be present in the rooms, one will be 
safe against infection in the corridors. 

Thousands of dollars have been saved in connect- 
ing the new hospital by the tunnel system that is 
almost a complete municipal service under the Gen- 
eral Hospital itself. From this system of tunnels 
comes the steam, electricity and refrigeration, all 
manufactured beneath the larger hospital. 

Dr. F. C. Bell, superintendent, with Angus Bird, 
city architect, after a long study of isolation ho$pitals, 
planned the present structure. Necessity for such 
treatment of disease was realized in 1924 with the 
scarlet fever epidemic of that year. 

The building is of reinforced concrete, four storeys, 
and up to 160 or 170 beds can be provided in emer- 
gency epidemic. The isolation of patients in the 
separate rooms obviates the ever-present danger of 
cross-infection, which has occurred many times under 
the old system. Patients suffering with scarlet fever 
have contracted measles and vice versa under the 
old system. 

The underground system of service is the most 
complete of any hospital on the Pacific Coast. 

Something hitherto unheard of in hospitalization 
has been achieved, says Dr. Bell, in that visitors may 
be admitted to this hospital with perfect safety. 


Toronto General Hospital Progressive 
The annual statement of the Toronto General 
Hospital shows that in three years the management 
of the hospital has cut the annual deficit from more 
than $60,000 to a negligible amount, the deficit for 
the year ending September 30th, 1926, as reported 
by Superintendent C. J. Decker, to be only $6.14, 
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Be Prepared — Ready to Stop it 


Included among the many users of PRONTO 
are all Public Buildings of the Government of 


Ontario, including Provincial Hospitals, also 


STOPS FIRE QUICK the Toronto Western Hospital. 


We will gladly send you copies of recommendations from 
Fire Chiefs, Government Inspectors, Insurance Com- 




























The First Practical Fi re panies, etc., from Coast to Coast. 
Extinguisher at a Reasonable Price ONTARIO 
‘ DEPARTMENT OF PUBLIC WORKS 
The only way you can be protected against the ravages of fire ARCHITECT’S OFFICE 
is to be prepared to stop it the instant it starts. Fire feeds 
on time. The first 60 seconds are VITAL! Toronto, May 18th, 1922 


The only way you can enjoy this kind of protection is to have 
quick-acting, sure-working fire extinguishers handy wherever The “Pronto” Company, 
might break out. Toronto, Ont. 


Ordinarily this would be expensive. But not with PRONTO, pear Sirs: 
for PRONTO is the first practical fire extinguisher at a PURE er ae ON 


reasonable price. strations which we have seen of 
Installed in a simple fool-proof bracket. When fire starts simply pull from § Pronto Fire Extinguisher, we are 
bracket and dash contents into base of flames. Cap comes off as it leaves pleased to inform you that the 
the bracket. Even a child can use it effectively. Government of Ontario has decided 
PRONTO Liquid is the most effective fire extinguishing agent known. ba adopt a oma the standard 
There’s nothing more powerful. Twice as heavy as water and can be A sg Or all public 
thrown any practical distance with great accuracy. The instant it strikes bui a. Pronto has gecven 
fire it forms ‘a heavy, non-inflammable gas blanket that shuts off oxygen ‘*8e!t oP i A - and eco- 
and CHOKES the fire. Even gasoline, oi! and electric fires can’t live under nomical form of fire pro- 
PRONTO. PRONTO Liquid is guaranteed not to freeze at 20° below zero. tection. 
Yours truly, 
Contents: GUARANTEED FOR FIVE YEARS W. H. BRADT, 


Inspector of Fire Equip- 
Sole Distributors for Canada ment for Provincial In- 


PRONTO SALES CO. LTD. ****" 








Confederation Life Bldg. TORONTO, ONTARIO P ° 
ut Pronto in 
Special price to hospitals for dozen or more, $4.00 each 
COMPLETE FOR INSTALLATION Every Room 























Doctors and Nurses 


know that very often the thought of being left alone to care 
for Baby has retarded mothers recovering and in some cases 
has led to a nervous breakdown. That is why doctors who 
are familiar with the KIDDIE-KOOP recommend it to their 
patients. ‘ 


It is so easy to care for Baby with a KIDDIE-KOOP. Being 
light it is easily wheeled or carried (when folded) onto the ver- 
andah or lawn where fresh air and sunlight, so essential to 
Baby’s future health, are available. 





Baby is always safe ina KIDDIE-KOOP. It cannot fall 
out. The wire-screened sides and net cover guard against 
flies and insects. 


Another great help to mother is the TOP-O’-TUB, a com- 
bination bath and dressing table that takes all the work out of 
the happiest half-hour of the day. 


Every mother should include these two articles 
in her ready list. 








LEA-TRIMBLE MFG. CO. 


289-291 Sumach Street - TORONTO 
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SECTION B ‘i 
Building Equipment 


x 
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AIR CONDITIONING SYSTEMS BATTERIES STORAGE 
Canadian Blower & Forge Co., Ltd., Kitchener, Ont. Burgess Battery Co., Niagara Falls, Ont. 
Linde Canadian Refrigeration Co., Ltd., Montreal. Canadian National Carbon Co., Ltd., Toronto. 
B. F. Sturtevant Co. of Canada, Ltd., Galt. Exide Batteries of Canada, Ltd., Toronto. 
Prest-O-Lite C». of Canada, Ltd., Toronto. 
AUDITORIUM SEAT 
S BOILERS 


Canadian Office & School Furniture Co., Ltd., Preston, Ont. : : 4 
Globe Susuiiene arty tc Samioc, Eat ictal Babcock, Wilcox & Goldie-McCulloch, Ltd., Galt. 


Prince Albert Mfg. Co., Ltd., Prince Albert, Sask. prams Wah eye —— 

alley City Seating Co.. Ltd.. ss, Ont. rurney Foundry Co., * nto. 

Valley Site Seating Co., La., Pundes, Ont Waterous Engine Works Co., Ltd., Brantford. 

John Inglis Co., Ltd., Toronto. 

AUTOMATIC SPRINKLERS Pease Foundry Co., Ltd., Tordnto. : 
Automatic Sprinkler Co. of Canada, Ltd., Montreal. ee ga a Toronto. 
Grinnell Co. of Canada, Ltd., Tcronto. aylor-rorbes Co., Ltd., (suelpn. 


W. J. McGuire, Limited, Toronto. 


Rockwood Sprinkler Co. of Canada, Ltd., Montreal. CABINETS, METAL 
Metal Craft Co., Ltd., Grimsby, Ont. 
BATHROOM ACCESSORIES Steel Equipment Co., Ltd., Ottawa. 

Gendron Mfg. Co., Ltd., Toronto. 
Canadian Brass Co., Ltd., Galt. CALL SYSTEMS 
Crane, Ltd., Montreal. Chicago Signal Co., Chicago. 
Empire Brass Mfg. Co., Ltd., Toronto. Connecticut Telephone & Electrical Co., Meriden, Conn. 
James Morrison Brass Mfg. Co., Ltd., Toronto. Holtzer-Cabot Electric Co., Roxbury, Mass. .~ 
Mueller Limited, Sarnia. 
James Robertson Co., Ltd., Toronto. 
Standard Sanitary Mfg. Co., Ltd., Toronto, CHUTES, SPIRAL 
Wallaceburg Brass & Iron Mfg. Co., Ltd., Wallaceburg, Mahaffy Iron Works, Toronto. 

Ont. Mathews Conveyor Co., Ltd., Port Hope. 




















BRUNSWICK- KROESHELL 
Refrigerating Equipment 


is installed and is giving complete satisfaction in numerous hospitals 
among which we list the following: 















Benger State Heaptenl Ee ets endear dada co ona ac Remter, Me. For hospitals, Brunswick-Kroeschell Carbonic Anhy- 
ay OE AIL bas brhowhenvahepssuvanbindncesevet yshenecesichapesctpny aitimore, . ‘ ’ ; ; ; i 

neke toe Hospital Philadelphia, Pa. dride Refrigerating Equipment is recognized as aprecer sing 
Broad Street Hospital. b PORTER New York City although there are cases where ammonia may be satisfac- 
Chicago Lying-in Hospital ....00.00000....00..0:cccccccsseeesteesseees Chicago, a. torily employed. 


ce asa a eee a ae Probably no other institution must be so particular in the 


Foote Memorial Hospital...........0000.00.......... ~~ Mich. selection of a refrigerating system as a modern hospital. 


Good Samaritan Hospital... Los Angeles, Cal. It is one of the most important parts of the entire mech- 
....Columbus, O. 













Grant Hospital......................... ee ; ° 
Greenwich Hospital. ‘Greenwich, Conn. anical equipment. 

Hackensack General Hospital... Hackensack, N.J. This is a highly specialized field and facilities must be 
Holy Cross Hospital......................... 1 

Holy Cross Sanitarium... Y provided for cooling main general storage refrigerators, 
Hospital for Joint Diseases New York City diet kitchens, laboratory and drug refrigerators, and 
Illinois Central Hospital. ae Til. mortuary compartments. In addition to this, drinking 
Kentucky Baptist pee . . flici . 
Miners’ Hospital yes 8 ET ERIN RA ‘ieee W.Va. water should be cooled and circulated, and su cient ice 
New Rochelle Hospital....... New Rochelle, N.Y. made for ice packs, kitchen use, ice cream making, etc. 
Ie MN ION ooo) cess cp ees enescdspevitcouvensooouco ented Chicago, III. 

Paterson General Hospita ‘Paterson, N.J. Brunswick-Kroeschell Refrigeration is furnished in 
Michael Reese Hospital... ao ago, Ill : . h ad . * 
St. Anthony’s Hospital. Coc x owa either the carbonic anhydride or ammonia system to suit 


Ses Wemmehs MOMMA. oon... conssessescccsscocscocccseencc Ill. individual requirements. 
St. Joseph’s Hospital os 

St. Joseph’s Hospital 
St. Joseph’s Hospital 


on The services of our engineers are at your disposal in 
“South Bend, Ind. the proper selection of your refrigerating equipment. 





Canadian Distributors 


J. L. WILSON & SONS 


Refrigerating Engineers 
2742 Dundas Street West - - - TORONTO, CANADA 
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Winnipeg General Hospital 


4A FAMOUS HOSPITAL WHERE D&G 


SUTURES 





ARE USED 








Kalmerid Catgut 


 Pyerageniont Exerts a bactericidal ac- 
tion in the suture tract. Supersedes 
the older unstable iodized sutures. Impreg- 
nated with the double iodine compound, 
potassium-mercuric-iodide.t Heat sterilized. 








The boilable grade is unusually flexible for boilable 
catgut; the non-boilable grade is extremely flexible. 


TWO VARIETIES 


BOILABLE* NON~-BOILABLE 
No. NO. 
ROG csackosexis PEA CADOUT. ccs cisese 1405 
RIDE ini socseve 10-Day CHROMIC........... 1425 
SEBS coivessian’ 20-Day CuHRomIc........... 1445 
oe, ppereowreres 40-Day CHROMIC........... 1485 
Sizes: 000..00..0..1I 3-06 
Approximately 60 inches in each tube 
Package of 12 tubes of a size..... $3.00 


Less 20% on gross or more or $28.80, net, a gross 


Claustro-Thermal Catgut 


SEPTIC—not germicidal. Sterilized by 
Z \ heat after the tubes are sealed. Boil- 
able.* Unusually flexible for boilable catgut. 





Sizes: 000..00..0..1 < fe | 
Approximately 60 inches in each tube 


Package of 12 tubes of a size... .. $3.00 
Less 20% on gross or more or $28.80, net, a gross 


D&G Sutures are 
always found 
neutral under the 
most delicate ti- 
tration tests. This 
is one of the rea- 
sons they uniform- 
ly behave well in 
the tissues. 





Atraumatic Needles 


OR GASTRO-INTESTINAL suturing 
and for all membranes where minimized 
suture trauma is desirable. Integrally affixed 
to 20-day Kalmerid catgut. Boilable.* 
Experimental evidence has proven 20-day chromic 
catgut the most suitable for gastro-intestinal sutur- 
ing. It has been found that gastric wounds are fully 
healed within 12 days, and intestinal wounds at 16 
days. At these periods the 20-day catgut (regard- 
less of size) still retains, respectively, 60 per cent 
and 30 per cent of its initial strength. 





THEY DO NOT BEND aS 


OA 


ILLUSTRATIONS ARF FIVE-EIGHTHS SIZE 





CURVED NEEDLES ARE IN FLAT TUBES 


NO. INCHES INTUBE DOZEN 
1341..STRAIGHT NEEDLE..........- BB ..000% $3.00 
1342..T wo StraicHT NEEDLEs...36...... 3.60 
1343..¥e-CircLe NEEDLE.......... are 3.60 
1345..¥2-CircLe NEEDLE.......... ee 3.60 


Less 20% discount on one gross or more 
Sizes: Oo and 1 
Packages of 12 tubes of one kind and size 


Kangaroo Tendons 


Ee pmatnminge being impregnated with 
potassium-mercuric-iodide.t Chromi- 
cized to resist absorption in fascia or in 
tendon for approximately thirty days. The 
non-boilable grade is extremely flexible. 








RIO sacksccesseseucmees Non-BortasBite Grabe 
BEGci sssssciesssspetsnssasascnber *BoiLaBLE GRADE 


ee Pe ee eee | 
Each tube contains one tendon 
Lengths vary from 12 to 20 inches 
Package of 12 tubes of a size..... $3.00 
Less 20% on gross or more or $28.80, net, a gross 


Sizes: 0..2 
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D&G Sutures are obtainable from responsible dealers everywhere; or direct, postpaid 




















Non-Absorbable Sutures 





NO. INCHES IN TUBE SIZES 
350..CELLULOID-LineEN........ ae 000, 00,0 
360..HORSEHAIR............4. SOBs. <ccionanedeves 00 
390..WuiTe Sitkworm GuT..84......... 00,0, 1 
400..Biack SitkworM GuT..84......... 00,0,1 
450..WuHiTE TwisTeD SILK...60........ 000 TO 3 
460..Biack Twistep SILK.....60........ 000, 0, 2 
480..Wuire Braipep Siik.....60...... 00,0,2,4 
490..BLack Brarpep SILk.....60......... 00,1,4 

BOILABLE 
Package of 12 tubes of a size..... $3.00 


Less 20% on gross or more or $28.80, net, a gross 


Short Sutures for Minor Surgery 








NO. INCHES IN TUBE SIZES 
802..PLain KaLmerip CaTGUT..20..00,0, I, 2, 3 


812..10-Day Katmerip ‘‘ _—..20..00, 0, 1, 2, 3 
822..20-Day Kaxmerip “‘_—_..20..00,0, 1, 2, 3 


$62. Poneman... ..05555+<.500 ES aE fore) 

872..Wuire Sitkworm GutT...28.............. ° 

882..WuiTe Twistep SILK......20...... 000,0,2 

892..UmBiLicaL Tape........... 24...Va-IN. WIDE 
BOILABLE 


Package of 12 tubes of a size... .. $1.50 
Less 20% on gross or more or $14.40, net, a gross 


Emergency Sutures with Needles 


UNIVERSAL NEEDLE FOR SKIN, MUSCLE, OR TENDON 





No. INCHES IN TUBE SIZES 
go4..PLain Katmerip CaTGUT..20..00, 0, I, 2, 3 


g14..10-Day Katmerip **_—..20..00,0, 1,2, 3 


g24..20-Day Katmerip ‘* __..20..00,0, 1, 2, 3 

964..HORSEHAIR........+2. 000008 ii cch se oaes rote) 

974-.Wuite SitkworM GUT...28...........+4 ° 

984..WuitTe Twistep SILK......20...... 000, 0,2 
BOILABLE 

Package of 12 tubes of a size..... $2.40 


Less 20% on gross or more or $23.04, net, a gross 







The ash of D@G 
Sutures is assayed 
to make sure that 
no traces remain 
of uncombined 
chromium nor of 
other residues of 
the chromicizing 





process. 


Obstetrical Sutures 


FOR IMMEDIATE REPAIR OF PERINEAL LACERATIONS 


eer 





f A 28-INCH suture of 40-day Kal- 
merid germicidal catgut, size 3, 
threaded on a large full-curved needle. 


BOILABLE 
No.650. Package of one tube. . $.30 


Less 20% discount on one gross or more 


Circumcision Sutures 









y gerwgin suture of Kalmerid germi- 
cidal catgut, plain, size oo, threaded 
on a small full-curved needle. 


BOILABLE 


No. 600. Package of 12 tubes..... $3.00 
Less 20% on gross or more or $28.80, net, a gross 


Universal Suture Sizes 
All sutures are gauged by the standard 
catgut sizes as here shown 








06990 ——————_——_—_————_. | paemraeeremenu aromas 0 
eee | ert NEM 
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*These tubes not only may be boiled but even may 
be autoclaved up to 30 pounds pressure, any num- 
ber of times, without impairment of the sutures. 


+Potassium-mercuric-iodide is the ideal bactericide 
for the preparation of germicidal sutures. It has a 
phenol coefficient of at least 1100; it is not precipi- 
tated by serum or other proteins; it is chemically 
stable —unlike iodine it does not break down under 
light and heat; it interferes in no way with the ab- 
sorption of the sutures, and in the proportions used 
is free from irritating aétion on tissues. 
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ee HILDANUS 
(1560-1634) a noted surgeon 
who practiced in Bern, Switzerland, 
was the first to advocate removal 
of both breast and axillary glands 
in carcinoma mammae. He de- 
nounced the red hot knives and 
caustics of his predecessors, and 
records many cases of successful 
amputation. Using a large bulging 
knife and special forceps to expose 
and grasp the scirrhus, he tied the 
large blood vessels doubly and cut 
between the ligatures. 
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CLOCKS, TIME RECORDER 


International Business Machines Co., Ltd., Toronto. 


COLD STORAGE ROOMS 


Canadian Ice Machine Co., Ltd., Toronto. 
John Hillock Co., Ltd., Toronto. 


DRINKING FOUNTAINS 


Architectural Bronze & Iron Works, Toronto. 
Crane Limited, Montreal. 
Mueller Limited, Sarnia. 
Port Hope Sanitary Mfg. Co., Ltd., Toronto. 


DUMBWAITERS 


Otis-Fensom Elevator Co., Ltd., Hamilton. 
F. Mitchell & Sons, Hamilton. 

Roelofson Elevator Works, Galt. 

Turnbull Elevator Co., Ltd., Toronto. 


ELEVATORS, ELECTRIC 


Otis-Fensom Elevator Co., Ltd., Hamilton. 
Turnbull Elevator Co., Ltd., Toronto. 


ELEVATORS, HAND 


Otis-Fensom Elevator Co., Ltd., Hamilton. 
F. Mitchell & Sons, Hamilton. 
John Turner & Son, Toronto. 


FANS, CEILING AND PORTABLE 


Canadian Westinghouse Co., Ltd., Hamilton. 
Canadian General Electric Co., Ltd., Toronto. 
Robbins & Myers Co. of Canada, Ltd., Brantford. 


FIRE ALARMS 


Northern Electric Co., Ltd., Montreal. 
Holtzer-Cabot Electric Co., Roxbury, Mass. 


FIRE EXTINGUISHERS 


Pronto Sales Co., Limited, Toronto. 
Foamite-Childs of Canada, Ltd., Toronto. 
Pyrene Mfg. Co. of Canada, Ltd., Toronto. 


FIXTURES, ELECTRICAL 


T. Eaton Co., Limited, Toronto. 

W. H. Banfield & Sons, Toronto. 

Robt. Mitchell Co., Ltd., Montreal. 

Jas. Morrison Brass Mfg. Co., Ltd., Toronto. 
Standard Bronze Co., Ltd., Toronto. 
Tallman Brass & Meta!, Ltd., Hamilton. 


INCINERATORS 


Engineering & Machine Works of Canada, Ltd., St. 
atharines. 

Wm. Hamilton Co., Ltd., Peterborough. 

MacKinnon Steel Co., Ltd., Sherbrooke. 


LADDERS 


McFarlane Mfg. Co., Ltd., Toronto. 
Stratford Mfg. Co., Ltd., Stratford. 


LAMPS, INCANDESCENT 


Canadian Westinghouse Co., Ltd., Hamilton. 
Canadian General Electric Co., Ltd., Toronto. 
Canadian Laco Lamps, Ltd., Montreal. 

Dalyte Electric, Ltd., Guelph. 

Solex Company, Ltd., Montreal. 


LIGHTING SYSTEMS, COMPLETE 


Delco Light Co. of Canada, Ltd., Toronto. 
Canadian Fairbanks-Morse Co., Ltd., Montreal. 


LOCKERS, STEEL 


Metal Craft Co., Ltd., Grimsby. 

Dennis Wire & Iron Goods Co., Ltd., London. 
Dominion Steel Equipment Co., Toronto. 
Geo. B, Meadows, Ltd., Toronto. 

Steel Equipment Co., Ltd., Ottawa. 
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RADIATORS 


Dominion Radiator & Boiler Co., Ltd., Toronto. 
Gurney Foundry/Co., Ltd., Toronto. 

King, Warden, Limited, Montreal. 

Pease Foundry Co., Ltd., Toronto. 
Taylor-Forbes Co., Ltd., Guelph. 


REFRIGERATORS 


T. Eaton Co., Limited, Toronto. 

John Hillock & Co., Ltd., Toronto. 

Canadian Jewett Refrigerator Co., Bridgeburg, Ont. 
James Davidscn’s Sons, Ottawa. 

Thos. Davidson Mfg. Co., Ltd., Montreal. 

Eureka Mfg. Co., Ltd., Owen Sound. 

Fletcher Mi . Co., Ltd., Toronto. 

Linde Canadian Refrigeration Co., Ltd., Montreal. 
Sanderson-Harold Co., Ltd., Paris, Ont. 


REFRIGERATING MACHINERY 


Canadian Ice Machine Co., Ltd., Toronto. 
Frigidaire Corporation, Toronto. 

Jack Frost Ice Machine Co., Ltd., Toronto. 
J. L. Wilson & Sons, Toronto. 

Keith Electric Refrigerator Co., Ltd., Toronto. 
Kelvinator Co. of Canada, Toronto. 

Linde Canadian Refrigeration Co., Ltd., Montreal. 


SCREENS 
Door, Porch, Window 


T. Eaton Co., Limited, Toronto. 
Aluminum Bronze Screen Co., Toronto. 
B. Greening Wire Co., Ltd., Hamilton. 
Ham Brothers Limited, Brantford. 
Higgin Mfg. Co., Toronto. 


SHOWERS, SINKS, URINALS 


Crane Limited, Montreal. 

Purdy-Mansell, Ltd., Toronto. 

James Robertson Co., Ltd., Toronto. 
Standard Sanitary Mfg. Co., Ltd., Toronto. 
Port Hope Sanitary Mfg. Co., Ltd., Port Hope, Ont. 


STEAM SPECIALTIES 


Riley Engineering & Supply Co., Ltd., Toronto. 
Gc; Dunham Co., Ltd., Toronto. 

Jenkins Bros., Ltd., Montreal. 

Penberthy Injector Co., Ltd., Windsor. 


STERILIZERS 


Castle, Wilmot Company, Rochester. 
American Sterilizer Co., Erie, Pa. 

Barnstead Still & Sterilizing Co., Inc., Boston. 
Kny-Scheerer Corporation of America, New York. 
Scanlan-Morris Company, Madison, Wis. 
Bramhall Deane Co., New York. 


STILLS, WATER 
Castle, Wilmot Company, Rochester. 
Barnstead Mfg. Co., Boston. 
Barnstead Still & Sterilizing Co., Inc., Boston. 
Kny-Scheerer Corporation of America, New York. 


TELEPHONES, INTERCOMMUNICATING 


Canadian Telephone & Supplies, Ltd., Toronto. 
Northern Electric Co., Ltd., Montreal. 


Stromberg-Carlson Telephone Mfg. Co. of Canada, Ltd., 


Toronto. 


VACUUM CLEANERS 
Stationary 
B. F. Sturtevant Co. of Canada, Ltd., Galt. 


WATER FILTERS 
Refinite Co. of Canada, Ltd., Toronto. 


WATER SOFTENERS 


Refinite Co. of Canada, Ltd., Toronto. 
Canadian Allis-Chalmers, Ltd., Toronto. 
McLelland Engineering Co., Toronto. 

Permutit Co., New York. 

Riley Engineering & Supply Co., Ltd., Toronto. 
Wayne Pump & Tank Co., Limited, Toronto. 
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ACCOUNTING SYSTEMS 


Office Specialty Mfg. Co., Ltd., Toronto. 
Kardex Ltd., Toronto. 

R. J. Lovell Co., 
Physicians’ Record Co., 


ADDING MACHINES 
Burroughes Adding Machine Co. of Can., Ltd., 


APRONS, NURSES . 
Corbett-Cowley, Ltd., Toronto. 


Ltd., Toronto. 
Chicago. 


Aprons, Men’s Work 

J. A. Haugh Mfg. Co., Ltd., Toronto. 

Palmer, McLellan Shoe Pack Co., Fredericton, N.B. 
Scythes & Co., Ltd., Toronto. 


Aprons, Rubber 
W. J. Anderson Mfg. Co., Ltd., London. 
Canadian Consolidated Rubber Co., Ltd., Montreal. 
Dunlop Tire & Rubber Goods Co., Ltd., ‘Toronto. 
Transparent Rubber Goods Co., Ltd., Toronto. 


Tcronto. 








Classroom Equipment 


Dissectible Models, 
Charts, Bone Studies, Dolls, Specimens and Slides 
for 
Anatomy, Physiology, Obstetrics, Gynecology, 
Neurology, Embryology, Otology, 
Laryngology, Etc. 





Denoyer-Geppert Company 
5235-57 Ravenswood Ave. - CHICAGO, ILLINOIS 

















OSPITAL Recorps 


We make and supply the new 
standard systems and equipment 
for Hospital Record Keeping. 
Samples and complete informa- 
tion on request. 


System Service Department 


i 











a] {MFFICE SPECIALTYMEG,3 


97 Wellington St. W., TORONTO 

















Artistic Cast Bronze Benefactors 
B R O N 7 E or Memorial Tablets in 
Solid Bronze. 


Ward Plates—Directory Boards and Main Entrance Signs 
—Bronze Standard and Bracket Lamps, etc. 
Hospitals We Have Supplied: 

St. Thomas War Memorial Hospital, St. Thomas, Ont.; London 
War Memorial Hospital for Children, Londen, Ont., Alexandra 
Sanatorium, London, Ont.; Prince Edward County Sag ae 9 
Picton, Ont., Muskoka Hospital Tablet to Sir age, 

Tillsonburg Memorial Hospital, Tillsonburg  Ont., sg 








Write Us for Prices and Suggestive Sketches 
J. G. Cickell, sons 


Art Bronze Founders 
| 560 KING ST. W. 4062) TORONTO, ONT. 
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AWNINGS 


T. Eaton Co., Ltd., Toronto. 

B.C. Tent and Awning Co., Ltd., Vancouver. 

Holland Window Shade Co., Halifax. 

Manitoba Tent & Awning Co., Winnipeg. 

Montreal Tent, Awning & Tarpaulin Co., Ltd., Montreal. 
J. Taylor, Toronto. 


BASKETS, WASTE 
Dustbane Products, Ltd., Ottawa. 
Office Specialty Mfg. Co., Ltd., Toronto. 
Soclean, Limited, Toronto. 
McClary Mfg. Co., Ltd., London. 
Steel Equipment Co., Ltd., Ottawa. 


BATH ROBES 


Corbett-Cowley, Ltd., Toronto. 
Caulfield, Burns & Gibson, Ltd., Toronto. 
Comfort Kimono Mfg. Co., Montreal. 


BEDS, DRESSERS, CHAIRS 
T. Eaton Co., Limited, Toronto. 
Canada Furniture Mfrs., Ltd., Woodstock. 
Dominion Furniture Mfrs., Ltd., Ste. Thérése, Que. 
Gibbard Furniture Shops, Ltd., Napanee, Ont. 
Hespeler Furniture Co., Ltd., Hespeler, Ont. 
McLagan Furniture Co., Ltd., Stratford. 
Simmons Limited, Montreal. 
Steel Equipment Co., Ltd., Ottawa. 


BILLING MACHINES 
Burroughes Adding Machine Co. of Can., 


BLANKETS 
Wool 


T. Eaton Co., Ltd., Toronto. 

Skelton Woolen Mills; Toronto. 

Ayers Limited, Lachute Mills; Quebec. 
Barrington Woollen Mills, Barrington, N.S. 
Bates & Innes, Ltd., Carleton Place, Ont. 
Boyd Caldwell & Co., Ltd., Perth, Ont. 
Co-operative Wool Growers Ltd., Toronto. 
Harvey Bros., Montreal. 

Kenwood Mills, Ltd., Arnprior, Ont. 
Penmans Limited, Paris, Ont. 

Slingsby Mfg. Co., Ltd., Brantford, 
Stanfields Limited, Truro, N.S. 


BLANKETS 
Cotton 
T. Eaton Co., Limited, Toronto. 
Canadian Cottons Limited, Montreal. 
Dominion Textile Co., Ltd., Montreal. 


BOARDS, BULLETIN 
Art Interchangeable Sign Co., Toronto. 
Canada Decalcomania Co., Ltd., Toronto. 
Universal Register Co., Chicago. 


BOOKCASES, SECTIONAL 
Office Specialty Mfg. Co., Ltd., Toronto. 
Canada Furniture Mfrs., Ltd., Woodstock. 
Globe-Wernicke Co., Ltd., Stratford. 


BROOMS 
Dustbane Products, Ltd., Ottawa. 
Soclean , Toronto. 
Canada Broom Co., Montreal. 
Canadian National ‘Institute for the Blind, Toronto. 
Crown Broom Works; Ltd:, Vancouver. 
Fuller Brush Co., Ltd., Hamilton. , 
Perfection Sanitary Brush Co., Toronto. 


Ltd., Toronto. 
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TORONTO WESTERN HOSPITAL, TORONTO 


“Perfect” Feather Spring Mattresses 
3 are used in leading hospitals 


UR .“Perfect”’ Feather and Lamb‘s‘Wool Spring Mattresses Our Double Arc Pillows 

are: especially adapted to the requirements of the modern are much superior to 
hospital. . *. the old style, both for 
: ota ; hospital and general use. 
The spring construction insyres perfect support at every point, 
eliminating strain on the patient, and the soft covering affords We also make a special 
restful, soothing comfort for years and years of service. health line of pillows for 
people suffering from 


Many leading hospitals throughout the country, including the aitheia add hay fever. 


Toronto General and the Toronto Western, are equipped with 
our mattresses. Your patients will appreciate'the added comfort, : 
and your institution will benefit from the greater economy offered~ Write TO-DAY for full 


in these better value mattresses: particulars. 


If dealers do not handle, inquiries may. be made 
direct, when full information will gladly be given. 


Canadian Feather & Mattress “Co., Limited 


‘TORONTO:. =,’ - * OTTAWA 
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BRUSHES CHAIRS 
Cleaning Wheel 


Dustbane Products, Ltd., Ottawa. 
Soclean Limited, Toronto. 

Boeckh Co., Ltd., Toronto. 

Canada Brush Co., Ltd., St. John, N.B. 
Fuller Brush Co., Ltd., Hamilton. 

S. C. Johnson & Son, Ltd., Brantford. 
T. S. Simms & Co., Ltd., St. John, N.B. 
Twistwire Brushes Ltd., Toronto. 


Paint 


Boeckh Co., Ltd., Toronto. 

Canada Brush Co., Ltd., St. John, N.B. 
London Brush Co., Ltd., London 
Meakins Sons, Ltd., Hamilton. 

A. Muirhead Co., Ltd., Toronto. 
Rubberset Co., Ltd., Toronto. 

T. S. Simms & Co., Ltd., St. John, N.B. 


CABINETS 
Chart, History 


Metal Craft Co., Ltd., Grimsby. 
Scanlon-Morris Co., Madison, Wis. 


CAFE FURNITURE 


I. G. Pickering Co., Ltd., Toronto. 
Sani-Products Co., Ltd., Toronto. 
J. B. Watson Furniture Co., Ltd., Kincardine, Ont. 


CAPS, NURSES 


Corbett-Cowley, Ltd., Toronto. 
T. Eaton Co., Ltd., Toronto. 


CASTERS 


Brantford Oven & Rack Co., Ltd., Brantford. 
Toronto Lock Mfg. Co., Toronto. 
National Hardware Co., Ltd., Orillia, Ont. 


CASTERS, SLIDING 
Onward Mfg. Co., Ltd., Kitchener, Ont. 


‘cecum 
: 


“The Complete Sanitary Line of Quality 


Disinfectants 
Insecticides 
Liquid Soaps 


Cleansers 


Polishes 


ASSOCIATED CHEMICAL CO. 
of Canada, Limited 


1264 Queen St. W. 252 Union Avenue 
TORONTO MONTREAL 


Vee eee 


Gendron Mfg. Co., Ltd., Toronto. 


CLEANSING AGENTS 
Hand 


Associated Chemical Co. of Can., Ltd., Toronto. 
E. W. Gillett Co., Ltd., Toronto. 

Soclean Limited, Toronto. 

Alpha Chemical C >., Ltd., Kitchener, Ont. 

Albert Soaps, Ltd., Montreal. 

Canadian Chemical Co., Ltd., Vancouver. 

Snap Co., Ltd., Montreal. 


Kitchen, Floor, Etc. 


Dustbane Products, Ltd., Ottawa. 
Imperial Oil, Limited, Toronto. 
E. W. Gillett Co., Ltd., Toronto. 
Soclean Limited, Toronto. 
Standard Cleaning Products, Ltd., Toronto. 
Alpha Chemical Co., Ltd., Kitchener. 
Bon-Ami Ltd., Montreal. 

Cudahy Packing Co., Toronto. 
Diamond Cleanser, Ltd., Toronto. 

S. F. Lawrason & Co., London. 

Royal Crown Soaps, Ltd., Winnipeg. 
Snap Co., Ltd., Mot ntreal. 

J. B. Ford Co., Wyandotte, Mich. 


Water Pipe 


E. W. Gillett Co., Ltd., Toronto. 
Canadian Germicide Co., Ltd., Toronto. 
J. B. Ford Co., Wyandotte, Mich. 


Drain Pipe 
E. W. Gillett Co., Ltd., Toronto. 


CLOTHING, COOKS 


Corbett-Cowley, Ltd., Toronto. 
Miller Men’s Wear, Ltd., Toronto. 


COMFORTERS 


Canadian Feather & Mattress Co., Ltd., Toronto. 
Corbett-Cowley, Ltd., Toronto. 

Globe Bedding Co., Ltd., Winni 

Geo. H. Hees, Son & Co., Ltd., Toronto. 

Montreal Feather & Down Co., Montreal. 

National Mattress, Felt & Batting Co., Toronto. 
Teronto Feather & Down Co., Ltd., Toronto. 


COOLERS, WATER 


McClary Mfg. Co., Ltd., London. 

Geo. Sparrow & Company, Toronto. 

G. H. Wood & Co., Toronto. 

Wrought Iron Range Co., Ltd.. Toronto. 
Thos. Davidson Mfg, Co., Ltd., Montreal. 
Perfection Cooler Ce., Ltd., Toronto. 

Geo. R. Prowse Range Co., Ltd., Montreal. 

Sheet Metal Products Co., of Can., Ltd., Toronto, 


COTS, METAL 


Atlas Metal Bed Mfg. Co., Ltd., Montreal. 
Canadian Mersereau Co., Ltd., Toronto. 
Ives Bedding Co., Ltd., Cornwall. 

Simmons Limited, Montreal. 

Stratford Bed Cu., Ltd., Stratford. 


CURTAIN MATERIAL 


T. Eaton Co., Ltd., Toronto. 

Geo. H. Hees Son & Co., Ltd., Toronto. 
Daly & Morin, Ltd., Montreal. 

Lace Goods Co., Ltd., Toronto. 

Prime & Rankin Ltd., Toronto. 


CURLED HAIR 
Delany & Pettit, Ltd., Toronto. 


CUTTERS, CLOTH 


Brown eg mica Corpn., Ltd., Toronto. 
Eastman Machine Co., uffalo. 

H. Naimin Co., Inc., New York. 

W. J. Westaway Co., Ltd., Hamilton. 
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Why “Lysol” Disinfectant is Superior 
in Quality to Most Cresol 
Soap Solutions 





FOUR REASONS WHY 


| 1 ‘Lysol’ Disinfectant is Always Standard. 


By manufacturing ‘‘Lysol’’ Disinfectant in large quantities according to definite man- 
| ufacturing specifications, we are able to turn out a product of uniform odor, appearance 
and effect. Regulated blending of individual lots brings the product up to a definite and 
permanent standard. 


2 ‘‘Lysol’’ Disinfectant Contains no Free Alkali. 


Both the amount of alkali and the time of reaction are so regulated in the manufacture 
of ‘‘Lysol’’ Disinfectant that the finished product is always neutral. Cresol soap solutions 
are frequently not so closely controlled, causing an alkalinity which results in unnecessary 
burning and smarting when applied to abrased or mucous surfaces. 


| 3 “‘Lysol’’ Disinfectant Contains no Impurities. 


Manufacturers of Cresol soap solutions do not rigidly exclude those impurities which 
cause an unpleasant odor, lack of solubility and high toxicity. In the manufacture of 
“Lysol’’ Disinfectant such substances are never present, and the genuine product is 
superior to the mere Cresol soap solution in odor, solubility and degree of toxicity. 


4 ‘Lysol’ Disinfectant Contains Smallest Percentage of Inert 
Ingredients. 


Analysis of various samples of Cresol soap solutions has not only shown them to be 
alkaline, but to contain a varying percentage of inert matter, water. These percentages 
run from 13 to 50 per cent. In ‘‘Lysol’’ Disinfectant, the inert matter never exceeds 10 

per cent. It is therefore practically water free. 


LYSOL (Canada) LIMITED 


SUCCESSOR FOR CANADA 
Distributed by 


LEHN & FINK (Canada) LIMITED] # 


9 Davies Ave.,. TORONTO (8) 
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They Need No 
“Breaking In” 





Because Cantilever Shoes are correctly and 
sensibly designed to fit the foot instead of 
trying to force the foot to fit an artificial 
shoe, they give perfect comfort from the first 
time they are worn. The old days of ‘‘break- 
ing in’’ shoes are past and gone. 


The special Cantilever arch, 
for instance, allows the foot to 
flex in walking as it would in 
| your hose, though giving ample 
support. 


Flexible Like 
Your Foot 


i1tilever 
hoe 


The naturally shaped sole, slightly raised 
and extended heel and other features further 
add to their comfort. Yet the styles, while 
not extreme, are pleasing and decidedly 
smart. Cantilevers are favorites with nurses 
in the big hospitals everywhere. 











MAIL ORDER SERVICE 
If it is not convenient for you to visit one of 
the stores listed below, write to the Toronto 
branch. Mail orders receive careful attention. 











SR nS semen 


Cantilever Shoe Shops 


| Note New Agencies: 


TORONTO—7 % Queen St. East 

HAMILTON—8 John St. North 
MONTREAL—Keefer Bidg. ~ &.. a St. W. 
OTTAWA—241 Slater St., Jac 1dg. 
BRANTFORD—Ludlow Bros. 

SAINT JOHN, N.B. aba Bros., Limited 
HALIFAX—Wallace B 

“stafford, Limited 


SASKATOON—Royal Shoe Store 
PORT ARTHUR—: ——, » paenient 


REGINA—Yale Shoe, L 
MO: 


D) 
CALGARY—Hudson’s Bay Company 
| VANCOUVER—Hudson's Bay Company 








VICTORIA—Hudson’s Bay Company 








Please refer to THE CANADIAN HOSPITAL when writing 








April, 1927 


DESKS 


Office Specialty Mfg. Co., Ltd., Toronto. 
Canada Furniture Mfrs., Ltd., Woodstock. 
Canadian Office & School Furniture Co., 
Ont. 
Globe-Wernicke Co., 


DISINFECTANTS 


Associated Chem:al Co. of Can., Ltd., Toronto. 
Dustbane Products, Ltd., Ottawa. 

J. F. Hartz Co., Ltd., Toronto. 

Lehn & Fink (Canada) Ltd., Yoronto. 

Soclean Limited, Toronto. 

Canadian Germicide Co., Ltd., Toronto. 

Capo Polishes, Ltd., Hamilton. 

Hygiene Products Ltd., Montreal. 

Lambert Pharmacal Co., Toronto. 

Liquid Soap & Sanitary Products, Ltd., Toronto. 
Pclusterine Products Co., of Can., Ltd., Toronto. 
West Disinfecting Co., Montreal. 

Woods Chemicals, Ltd., Montreal. 


DISPENSERS 
Liquid Soap 
J. F. Hartz Co., Ltd., Toronto. 
Soclean Limited, Toronto. 
Liquid Soap & Sanitary Products Co., Toronto. 
Polusterine Products Co., of Can., Ltd., Toronto. 


DRY GOODS 
T. Eaton Co., Ltd., Toronto. 
W. R. Brock & Co., Ltd., Montreal. 
John MacDonald & Co., Ltd., Toronto. 


FEATHERS 


Canadian Feather & Mattress Co., Ltd., 
P. Poulin & Co., Limited, Montreal. 


FILING EQUIPMENT 


Office Specialty Mfg. Co., Ltd., Toronto. 
Canada Furniture Mfrs., Ltd., Woodstock. 
Canadian Office & Schocl Furniture Co., 
Globe-Wernicke Cc., Ltd., Stratford. 
Steel Equipment Co., Ltd., Ottawa. 


FINANCIAL CAMPAIGNS 


Kern, Mary Frances, Chicago. 
Ward, Wells, Dreshman & Gates, New York. 


FLOOR POLISH AND WAX 


Associated Chemical Co. of Can., Ltd., Toronto. 
Dustbane Products, Ltd., Ottawa. 

Imperial Oil, Limited, Toronto. 

Soclean Limited, Toronto. 

Capo Polishes Ltd., Hamiltcn. 

Channell, Ltd., Toronto. 

Geo. Cooke Co., Ltd., Toronto. 

S. C. Johnson & Son, Ltd., Brantford. 

Reckitts (Oversea) Ltd., Montreal. 

Sturgeons Ltd., Toronto. 


GLOVES, RUBBER, HOUSEHOLD 


Sterling Rubber Co., Ltd., Guelph. 
Transparent Rubber Goods Co., Ltd., Toronto. 
Canadian Consolidated Rubber Co., Ltd., Montreal. 
Ontario Rubber Co., Toronto. 


GOWNS: PATIENTS’, OPERATING 
Corbett-Cowley, Limited, Toronto. 
Bland & Co., Ltd., Montreal. 


INSECT POWDERS 


Associzted Chemical Co. of Can., Ltd., Toronto. 
G. H. Wood & Co., Toronto. 

Alpha Chemical Co., Ltd., Kitchener, Ont. 

C. A. Cooch, Toronto. 


INVALID CHAIRS 
Gendron Mfg. Co., Ltd., Toronto. 


LABELS, WOVEN 


J. & J. Cash, Inc., Belleville. 
Narrow Fabric Weaving & Dyeing Ltd., Galt, Ont 


Ltd., Preston, 


Ltd.,.Stratford. 


Toronto. 


Ltd., Preston. 
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X-RAY NEGATIVES -—- 
a tit SAFELY STORED 





No 204-X 


AN INSULATED CABINET FOR HOSPITAL, SANATORIUM, X-RAY SPECIALIST 
Serves‘e Two-fold Purpose: 


protects your valuable negatives from fire and loss 
protects your building from film combustion within the cabinet 


In the two compartments of the cabinet illus- of sheet steel interlined with 34” Asbestocel 
trated are 102 spaces (51 each) 15” x 1” for  jnsulation. 


negatives, and with %” Transite Asbestos : : 
separators. The cabinet itself is our standard cabinet con- 


struction with combination lock, tongue-and- 
The centre division wall and inner door are groove door, etc. 


Send for descriptive folder and information 


ESTABLISHED 1855—72 YEARS’ EXPERIENCE 


TORONTO J.6J. TAYLOR Limiteo WINNIPEG 
MONTREAL TORONTO SAFE works VANCOUVER 


145 FRONT STREET EAST, TORONTO 


Saal] ]] SS Ha Ha HS SS SS BS SSS SS SS SS SS SE S222 SQ] Ss | 
ss a ol) 
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LABORATORY FURNITURE 

: J. F. Hartz Co., Limited, Toronto. 

Your Marking Problem Solved! Canadian Laboratory Supplies Ltd., Toronto. 
Fisher Scientific Co., Ltd., Montreal. 

Metal Craft Co., Ltd., Grimsby, Ont. 


? Canadian Office & School Furniture Co., Ltd., Preston, Ont. 
Cash $s Names & Woven Labels Sani-Products Co., Ltd., Toronto. 

Ensure clear, neat and LINENS, BED 

permanent identification. T. Eaton Co., Ltd., Toronto. 


Canadian Cottons Ltd., Montreal. 


: Dominion Textile Co., Ltd., Montreal. 
SAMPLES AND PRICES ON REQUEST Dominion Linens, Ltd., Guelph. 


J. & J. CASH, INC. LINEN MARKING EQUIPMENT 


Beaver Laundry Machinery Co., Ltd., Toronto. 


* oe . Applegate Chemical Co., Chicago. 
10 Grier Street Belleville, Ont National Marking Machine Co., Cincinnati. 


MATS AND MATTING, RUBBER 
Canadian Consolidated Rubber Cc., Ltd., Montreal. 


























4 ss 9 Canadian I. T. S. Rubber Co., Ltd., Toronto. 
Hospital Pins, Nurses Class Dunlop Tire & Rubber Goods Co., Ltd., Toronto. 
2 “ Gutta Percha & Rubber, Ltd., Toronto, 
Pins and Rings K. & S. Tire & Rubber Goods, Ltd., Toronto. 
} : MATTRESS COVERS 
Designs and Estimates gladly Corbett-Cowley, Ltd., Toronto. 
submitted without charge on request Marshall Ventilated Mattress Co., Ltd., Toronto. 
WRITE FOR SPECIAL LEAFLET MATTRESSES 


T. Eaton Co., Limited, Toronto. 


A. E. EDWARDS en ees meee a Lis Rovent 


Arrow Bedding, Ltd., Toronto. 


Insignia Jeweller Canadian Bedding Co., Edmonton. 
22 YONGE STREET ARCADE Fischman Spring Co., Ltd., Kitchener. 
ELGIN 3669 TORONTO Globe Bedding Co., Toronto. 





Gold Medal Bedding Co., Ltd., Montreal. 
Simmons Limited, Montreal. 

Standard Bedding Co., Ltd., Toronto. 
Waterloo Bedding Co., Ltd., Waterloo, Ont. 


MEMORIAL TABLETS 
J. G. Tickell & Sons, Toronto. 
Architectural Bronze & Iron Works, Toronto. 
Dominion Bronze & Iron Ltd., Winnipeg. 
Robt. McCausland, Ltd., Toronto. 
Robt. Mitchell Co., Ltd., Montreal. 
ROLLING CHAIRS Patterson & Heward, Ltd., Toronto. 
Tallman Brass & Metal, Ltd., Hamilton. 


‘“‘The Standard for 40 Years’’ 














es MIRRORS 

We manufacture all types and styles of rolling chairs Consolidated Plate Glass Co. of Can., Ltd., Toronto. 
suitable for patients suffering from every kind of illness Hobbs Mfg. Co., Ltd., London. 
or disability. Ontario Plate Glass, Ltd., Hamilton. 

All of them are of the famous Gendron quality— Toronto Plate Glass Importing Co., Ltd., Toronto. 
MADE IN CANADA of the very best materials obtain- 
able, but very moderately priced. MOPS, COTTON 

Fully guaranteed—not excelled anywhere. Dustbane Products Ltd., Ottawa. 


Soclean Limited, Toronto. 
American Broom Co., St. Basile, Que. 
Canada Broom Co., Montreal. 

T. S. Simms & Co., Ltd., St. John, N.B. 
Tarbox Bros., Toronto. 


NAMES, WOVEN 


J. J. Cash, Inc., Belleville. 
Narrow Fabric Weaving & Dyeing Ltd., Galt. 


OIL CLOTH, TABLE AND FLOOR 


T. Eaton Co., Limited, Toronto. 
Dominion Oilcloth & Linoleum Co., Ltd., Montreal. 


PAILS, GALVANIZED 


Dustbane Products Ltd., Ottawa. 
McClary Mfg. Co., Ltd., London. 
Soclean Limited, ica ‘i 

eo Stee Thos. Davidson Mfg. Co., Ltd:, Montreal. 
125-141 Duchess Street TORONTO Sheet Metal Products Co., of Can., Ltd., Toronto. 
E. T. Wright Co., Ltd., Hamilton. 
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Write for Catalogue ‘‘C’’ describing the entire line. 
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PAILS, WOODEN 


Dustbane Products, Ltd., Ottawa. 

Soclean Limited, Toronto. 

Wm. Cane & Sons Co., Ltd., Newmarket. 

Keenan Woodenware Mfg. Co., Ltd., Owen Sound. 
Pacific Box Co., Ltd., Vancouver. 


PAINT RENOVATORS 


Soclean Limited, Toronto. 
Standard Cleaning Products Ltd., Toronto. 


PAPER GOODS _ 
Crepe Paper 
Interlake Tissue Mills Co., Ltd., Toronto. 
Dennison Mfg. Co., Framingham, Mass. 
Paper Cups 


G. H. Wood & Co., Toronto. 
Can. Wm. A. Rogers, Ltd., Toronto. 
Hygienic Products, Limited, Montreal. 


Napkins, Tray Covers 

Dennison Mfg. Co., Framingham, Mass. — 
E. B. Eddy Co., Ltd., Hull, Que. 

Hygiene Products Ltd., Montreal. 
Interlake Tissue Mills Co., Ltd., Toronto. 


Toilet Paper 


E. B. Eddy Co., Ltd., Hull, Que. 

Garden City Paper Mills Co., St. Catharines, Ont. 
Interlake Tissue Mills Co., Ltd., Toronto. 

Victoria Paper & Twine Co., Ltd., Toronto. 


Paper Towels 


G. H. Wood & Co., Toronto. 

Hygiene Products,Ltd., Montreal. 
Interlake Tissue Mills Co., Ltd., Toronto. 
Dennison Mfg. Co., Framingham, Mass. 


PILLOWS 
Spring 


Marshall Ventilated Mattress Co., Ltd., Toronto. 


PILLOWS 


Canadian Feather & Mattress Co., Ltd., Toronto. 


T. Eaton Co., Limited, Toronto. 

Fischman Spring Co., Kitchener. 

Globe Bedding Co., Ltd., Winnipeg. 

Geo. H. Hees, Son & Co., Ltd., Toronto. 
Montreal Feather & Down Co., Ltd., Montreal. 
Simmons, Limited, Montreal. 

Standard Bedding Co.; Ltd., Toronto. 

Toronto Feather & Down Co., Ltd., Toronto. 


PINS, NURSES’ 


A. E. Edwards, Toronto. 
Trophy Craft, Ltd., Toronto. 
Ellis Brothers, Ltd., Toronto. 


POSTAL SCALES 


Canadian Toledo Scale Co., Ltd., Windsor. 
International Business Machines Co., Ltd., Toronto. 


RECEPTION ROOM FURNITURE 


T. Eaton Co., Ltd., Toronto. 

Art Furniture Co., Ltd., Kitchener. 

Canada Furniture Mfrs., Ltd., Woodstock. 

Eastern Furniture Co., Ltd., Victoriaville, Que. 
Elmira Furniture Co., Ltd., Elmira, Ont. 

Gibbard Furniture Shops, Ltd., Napanee. 

McLagan Furniture Co., Ltd., Stratford. 

North America Furniture Cc., Ltd., Owen Sound, Ont. 


REGISTERS 
Nurses’, Physicians’, etc. 


Art Interchangeable Sign Co., Toronto. 
Universal Register Co., Chicago. 


CUSHIONS AND RINGS 


J. F. Hartz Co., Ltd., Toronto. 

Canadian Consolidated Ribber Co., Ltd., Montreal. 
K. & S. Tire & Rubber Goods, Ltd., Toronto. 
Ingram & Bell, Ltd., Toronto. 


THE CANADIAN HOSPITAL 


FIRST AID 


for Modern 
Hospital 
Cleanliness — 


“We cannot speak too highly of the work 
of Finnell Floor Scrubbing and Polishing 
Equipment. It is simple, neat and efficient. 
In the words of the orderly who cares for 
the tile floors in our operating 


room pavilion: ‘If's the best 
investment the hospital ever 
made.” 


PROVINCIAL ROYAL JUBILEE 
HOSPITAL, Victoria, B.C. 


Pix PTIC conditions are difficult enough 
to maintain without courting _handi- 
caps. Only when floors in operating rooms, 
corridors, lavatories, guest and ward rooms 
are kept scrupulously clean and attractive, 
do they cease to be a handicap and become a 
credit to your hospital—both professionally 
and from the business point of view. 


Hand-scrubbing and polishing are as anti- 
quated as obsolete surgical methods. Modern 
first. aid for clean, attractive hospital floors is 
administered by the FINNELL Electric Floor 
Machine. It works as easily as a vacuum 
sweeper—under tables, beds, chairs, etc. It 
routs the stubbornest dirt from cracks and 
corners. It waxes and polishes any type of 
floor to non-slippery brilliance, and reduces 
cleaning costs often as much as 60%. 


Write the nearest DUSTBANE -office listed below for the 
free booklet, “Questions Answered by Users.” It cites actual 
experiences of FINNELL-users and will point the way 
to YOUR greater profit through FINNELL-cleaned floors. 


Dustbane Products Limited 


Head Office: 
Standard Bank Bldg., Ottawa, Ontario 


Branches: 
Montreal, Que. Winnipeg, Man. Vancouver, B.C. 


FINNELL 


ELECTRIC FLOOR MACHINE 
Tt Waxes* It Polishes~ It Sands~ It Scrubs 
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SAFES 


J. & J. Taylor Co., Ltd., Toronto. 
Goldie & McCulloch Co., Ltd., Galt. 


SCRUBBING MACHINES 


Dustbane Products, Ltd., Ottawa. 
Finnell System, Inc., Hannibal, Mo. 


SHOES, SCIENTIFIC 


Cantilever Shoe Shops, Toronto. 
Walk-Over Bost Shop, Toronto. 
Taplin Natural Tread Shoes, Ltd., Toronto. 


SOAPS, ANTISEPTIC 


Associated Chemical Co. of Can., Ltd., Toronto. 
J. F. Hartz Co., Ltd., Toronto. 

Liquid Soap & Sanitary Products Co., Toronto. 
Soclean Limited, Toronto. 

Beaver S ap Co., Ltd., Winnipeg. 

Canadian Germicide Co., Ltd., Toronto. 
Polusterine Products Co., of Can., Ltd., Toronto. 
West Disinfecting Co., Montreal. 

Woods Chemicals, Ltd., Toronto. 


SOAPS, CHIP 


Dustbane Products ,Ltd., Ottawa. 

Soclean Limited, Toronto. 

Albert Soap, Ltd., Montreal. 

Beaver Soap Co., Ltd., Winnipeg. 

Guelph Soap Co., Ltd., Guelph. 

Palmolive Mfg. Co., Ltd., Toronto. 

Procter & Gamble Co., of Can., Ltd., Toronto. 


SOAPS, LAUNDRY 
(See Under Laundry Supplies. ) 


SOAPS, TOILET 


Albert Soaps Ltd., Montreal. 

Colgate & Co., Ltd., Montreal. 

Gold Dust Corpn., Ltd., Montreal. 

Andrew Jergens Co., Ltd., Perth, Ont. 

Lever Bros., Ltd., Toronto. 

Palmolive Mfg. Co., Ltd., Toronto. 
Polusterine Products Co. of Can., Ltd., Toronto. 
Procter & Gamble Co. of Can., Ltd., Toronto. 
Royal Crown Soaps, Ltd., Montreal. 
Sewards Ltd., Ville St. Pierre, Que. 

John Taylor & Co., Ltd., Toronto. 








CARETAKERS’ SUPPLIES 
Ash Cans, Brooms, Mops and Wring- 
’ ’ » Pails, P. 
——- —— See =. 
ters, Floor Oils, Toilet Room Sup- 
Wax, Liquid Soap, Write for Sample plies, etc. 


SOCLEAN LIMITED 


444 King St. W. Toronto 2 























SAVE PAINTING BILLS 


This wonderful product is just the thing for your 
hospital; will clean painted walls, enamel; woodwork, 
metal ceilings, burlap and all decoration—will make 
them just like new with little labor. 


A RENOVATOR A MONEY-SAVER 
Write for Full Particulars 








81 BOND STREET - 





STANDARD CLEANING PRODUCTS LTD. 
TORONTO, ONTARIO 

















SPRINGS, WIRE BED 
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Marshall Ventilated Mattress Co., Ltd., Toronto. 


Colleran Spring Bed Co., Ltd., Toronto. 
Dominion Bedstead Co., Ltd., Montreal. 

Gold Medal Furniture Co., Ltd., Toronto. 
Ives Bedding Co., Ltd., Cornwall. 

Leggett & Platt Spring Bed Co., Ltd., Windsor. 
Simmons Limited, Montreal. 

Steel Furnishing Co., Ltd., New Glasgow. 

Way Sagless Spring Co., Ltd., Toronto. 


SPRING, BOX 


Canadian Feather & Mattress Co., Ltd., Toronto. 
Marshall Ventilated Mattress Co., Ltd., Toronto. 


Arrow Bedding Ltd., Toronto. 

Colleran Spring Bed Co., Ltd., Toronto. 

Gold Medal Bedding Co., Ltd., Montreal. 

Ideal Bedding Co., Ltd., Toronto. 

Leggett & Platt Spring Bed Co., Ltd., Windsor. 
Simmons Limited, Montreal. 

Waterloo Bedding Co., Ltd., Waterloo. 


TABLES, BEDSIDE, STEEL 


J. F. Harzt Co., Ltd., Toronto. 
Metal Craft Co., Ltd., Grimsby. 
Ingram & Bell, Ltd., Toronto. 
Sani-Products Co., Ltd., Toronto. 
Steel Equipment Co., Ltd., Ottawa. 


TOWELS AND TOWELLING 
Linen and Union 
Caldwell Linen Mills, Ltd., Iroquois, Ont. 
Dominion Fabrics Ltd., Dunnville, Ont. 
Dominion Linens, Ltd., Guelph. 


Cotton 

Dominion Fabrics Ltd., Dunnville, Ont. 
Dominion Linens, Ltd., Guelph. 

Dominion Textile Co., Ltd., Montreal. 
Montreal Cottons, Ltd., Valleyfield, Que. 
Stauffer-Dobbie, Ltd., Galt. 


TYPEWRITERS 


Remington Typewriter Co. of Can., Ltd., Toronto. 


Royal Typewriter Co., Ltd., Toronto. 
United Typewriter Co., Ltd., Toronto. 


UNIFORMS, NURSES’ 


Corbett-Cowley, Limited, Toronto. 
T. Eaton Co., Ltd., Toronto. 
Alert Dress Co., Toronto. 

Bland & Co., Ltd., Montreal. 
Hampton Mfg. Co., Ltd., Montreal. 


WINDOW SHADES 


T. Eaton Co., Ltd., Toronto. . 
Daly & Morin, Ltd., Montreal. 
Geo. H. Hees Son & Co., Ltd., Toronty. 


WRINGERS, MOP 


Dustbane Products, Ltd., Ottawa. 
Soclean Limited, Toronto. 


A Practical Executive’s File 


Many superintendents and hospital executives feel 
the need at some time for a file that will bring to 
their finger tips all the new ideas about which they 


read in their favorite hospital magazine. 


The plan 


adopted by a young doctor in a New York hospital 
should be of some value as a basis for working out 


some such file. 


The file is divided into general classifications as 
administrative procedures; dietetics; nursing; engin- 
eering; management; purchasing; clinical subjects; 


out-patient service; buildings and equipment. 


Each 


of these is subdivided into as many classifications as 
are necessary to make the file complete Modern 


Hos pital. 
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ABSORBENT COTTON AMBULANCES 
Canadian Laboratory Supplies Ltd., Toronto. General Motors Corpn., Ltd., Oshawa. 
Herdt & Charton, Inc., Montreal. A. B. Greer & Son, London. 
Lewis Mfg. Co. of Can., Ltd., Montreal. Smith Brothers, Toronto. 


Smith & Nephew, Ltd., Montreal. 
Hygienic Fibre Co., Inc., New York 


Hygienic Products, Ltd., M-ntreal. ANATOMICAL CHARTS 
Johnson & Johnson, Ltd., Montreal. J. F. Hartz Co., Ltd., Toronto. 
Denoyer-Geppert Co., Chicago. 
ABSORBENT COTTON SUBSTITUTES Kny-Scheerer Corpn. of America, New York. 
Lewis Mfg. Co., of Can., Ltd., Montreal. Central Scientific Co., Chicago. 
Smith & Nephew, Ltd., Montreal. 
Cellucotton Products Co., Chicago. ANESTHETICS 


Hygienic Fibre Co., Inc., New York. : 
Chloroform, Ether, Gas-Oxygen 


ADHESIVE PLASTER Ethical Drug Products, Ltd., Toronto. 
Canadian Laboratory Supplies, Ltd., Toronto. J. F. Hartz Co., Ltd., Toronto. 
Lewis Mfg. Co., of Can., Ltd., Montreal. J. A. MacDonald, Phm.B., Toronto. 
Smith & Nephew, Limited, Montreal. Queen City Dental Mfrs., Ltd., Toronto. 


Johnson & Johnson, Ltd., Montreal. Mallinckrodt Chemical Works, Ltd., Montreal. 


Toledo Technical Appliance Co., Toledo 
Canada Chemical Works, Ltd., Montreal. 
ALCOHOL E. R. Squibb & Sons, New York. 


Ethyl, Grain, Rubbing. 


Canadian Industrial Alcohol Co., Ltd., Montreal. Local 
Gooderham & Worts, Ltd., Toronto. J. F. Hartz Co., Ltd., Toronto. 
Standard Chemical Co., Ltd., Toronto. Queen City Dental Mfrs., Ltd., Toronto. 
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Sterling s 
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The Old Established Hospital Supply House ia SURGEON’S GLOVES 
Fingers Fit from Base to Tips 
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Clinical and Scientific 
Equipment and Supplies, 
Pharmaceuticals, Drugs, 

Microscopic Goods 



















At tips, joints and base of fingers, 
the perfect fit of Sterling Surgeon’s 
Gloves eliminates all awkwardness, 
lack of sensitiveness and discom- 
fort to the wearer. Absolute sat- 
isfaction is the result. 


Write us for particulars regarding anything 
you may require. 


The J. F. HARTZ 


COMPANY, LIMITED 


24-26 Hayter St. 24 McGill College Ave. 
TORONTO MONTREAL 






Sterling Surgeon’s Gloves are made 
in Canada and offer the best values 
obtainable. 


Sterling Rubber Company 


LIMITED 
GUELPH - CANADA 
Largest Specialists in SEAMLESS Rubber Gloves 


Q in the British Empire. f 
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The Burke Electric & X-Ray Co. 
X-RAY ENGINEERS 


Complete X-Ray and Physio-Therapy 
Installations, Maintenance Service 


Special Equipment Made to Order 
Kelley-Koett X-Ray Apparatus 


490 Yonge Street - - Toronto, Canada 














White X-Ray and Surgical 
Supply Co. 


80 Richmond St. East, Toronto. Main 5285 
AGENTS FOR 

X-Ray Equipment—aAcme-International Cor., Chicago, 
X-Ray Films—Eastman Kodak Company, Toronto, 
Intensifying Screens—French Screen Co., Detroit, 
Ligatures and Sutures—Jaeger-Bigelow Co.,Boston, 
Surgical Dressings and Supplies— 

Atlantic Surgical Cotton Co., New York 




















Diack | 


STERILIZATION Accepted the 


world over as a needed safety measure 
SAMPLES FREE 


A. W. DIACK 


5533 Woodward Ave. DETROIT, Mich. 

















CANADIAN LABORATORY SUPPLIES 
LIMITED 


Canada’s Leading Laboratory 
Supply House 


SANLAS SANuss 


Headquarters in Canada for Laboratory Apparatus 
and Chemical Reagents 


| 437-439 King Street West - Toronto 2, Ont. 


























ETHER 


“PRO-NARCOSI” 


(FRANCO-AMERICAN) 


Best by Analytical 
and Clinical Tests 


. ONE FOUND 
: SULPHURIC : 


Insures your patient of a good 
anaesthetic and no ill after 
effects. 


1-lb. 4%-Ib. and 14-lb. tins 


Order from Your Dealer or Direct from 


J. A. MacDonald, Phm. B. 


Canadian Representative 


101 College Street - TORONTO 
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ANESTHETICS, Local (Continued) 
Abbott Laboratories, Ltd., Toronto. 
Mallinckrodt Chemical Works, Ltd., Montreal. 
Parke Davis & Co., Ltd., Windsor. 


ANESTHESIA APPARATUS 
Queen City Dental Mfrs. Ltd., Toronto. 
Toledo Technical Appliance Co., Toledo, Ohio. 
Frank S. Betz Co., Hammond, Ind. 
Ohio Chemical & Mfg. Co., Cleveland. 
Safety Anesthesia Apparatus Concern, Chicago. 


ATOMIZERS 
Canadian Consolidated Rubber Co., Ltd., Montreal. 
DeVilbiss Mfg. Co., Ltd., Windsor. 
K. & S. lire & Rubber Goods Ltd., Toronto. 


BARIUM SULPHATE 
Burke Electric & X-Ray Co., Toronto. 
M. B. Evans X-Ray Co., Detroit. 
Kelley-Koett Mfg. Co., Inc., Covington, Ky. 
Victor X-Ray Corporation, Toronto. 
Acme- International X-Ray Co., Chicago. 
Mallinckrodt Chemical Works, Ltd., Montreal. 
H. W. McCurdy Co., Toronto. 
Dick X-Ray Co., St. Louis, Mo. 
White X-Ray & Surgical Supply Co., Toronto. 


BASSINETTES 


Lea-Trimble Mfg. Co., Toronto. 

Metal Craft Co., Ltd., Grimsby, Ont. 
Eastern Furniture Co., Ltd., Victoriaville, Que. 
Gem Crib & Cradle, Ltd., Kitchener, Ont. 
Scanlan-Morris Co., Madison, Wis. 


BATH TUBS, BABY 
Portable 
Lea-Trimble Mfg. Co., Toronto. 


Stationary 


Port Hope Sanitary Mfg. Co., Ltd., Port Hope, Ont. 
Jas. Robertson Co., Ltd., Montreal. 
Standard Sanitary Mfg. Co., Ltd., Toronto. 


BEDS, ADJUSTABLE 


T. Eaton Co., Ltd., Toronto. 
Gendron Mfg. Co., Ltd., Toronto. 
Metal Craft Co., Ltd., Grimsby, Ont. 
Simmons Limited, Montreal. 


BLANKET WARMERS 


American Sterilizer Co., Erie, Pa. 
Crane Company, Ltd., Montreal. 
Scanlan-Morris Co., Madison, Wis. 


BOOKS, MEDICAL AND NURSING 


Blakiston’s Son & Co., Philadelphia. 

J. B. Lippincott Co., Montreal. 

Macmillan Co. of Canada, Ltd., Toronto. 
* William Wood & Co., New York. 


BOTTLES 


J. F. Hartz Co., Ltd., Toronto. 

Beaver Flint Glass Co. of Torontc, Ltd., Toronto. 
Dominion Glass Co., Ltd., Montreal. 

Richards Glass Co., Ltd., Toronto. 


Hot Water 


Canadian Consolidated Rubber Co., Ltd., Montreal. 
K. & S. Tire & Rubber Goods, Ltd., Toronto. 


CHARTS 
Denoyer-Geppert Co., Chicago. 


CHEMICAL REAGENTS 


Canadian Laboratory Supplies, Ltd., Toronto. 
Fisher Scientific Co., Ltd., Montreal. 


COTTON, ABSORBENT 
See firms listed under ‘‘Absorbent Cotton” 
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- We are Canadian Distributors of 


McKESSON APPLIANCES 


N,O and O, Machines, the Metabolor, the T. & A. Pump 
and the Surgical Pump 


Also equipped for prompt repairs to all apparatus 





We Are Also Canadian Distributors of the Products of 
THE OHIO CHEMICAL & MFG. COMPANY 


“The Pioneers and Specialists in Anaesthetics”’ 
Our facilities enable us to make prompt delivery of 
NITROUS OXIDE—ETHER—CARBON DIOXID—ETHYLENE— 


OXYGEN—Co, ETHER—ETHYL CHLORIDE— 
Co, OXYGEN MIXTURES 


Various standard percentage mixtures are available in standard-size cylinders 


QUEEN CITY DENTAL MANUFACTURERS LIMITED 
112 Carlton Street - - TORONTO, 2, CANADA 



































Why poner ean Apparatus gives a 
Better 
Ethylene Narcosis 


Ethylene, like wet nitrous oxide, tends to freeze when 
administered by the continuous flow method. Every user 
knows this to be true. Freezing disturbs the proportions, 
and the depth of anesthesia varies as a result, often re- 
quiring the addition of ether to overcome unevenness of 
anesthesia, which might not be necessary if freezing were 
prevented. 











The McKesson intermittent flow principle prevents 
freezing by fracturing the ice at the valve nozzle at each 
breath. This is a clinical advantage that is recognized by all 
McKesson users who have used continuous flow appliances. 


Probably more ethylene is being administered through 
McKesson appliances than all others. 








McKesson Universal Unit No. 100 Write for information. 


Toledo Technical Appliance Company 


2226-36 ASHLAND AVENUE, TOLEDO, OHIO 
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COTS, All Kinds 
Sterling Rubber Co., Ltd., Guelph, Ont. 


CUTTERS, BANDAGE & GAUZE 
Eastman Machine Co., Buffalo. 
Naimin Co., Inc., New York. 
Universal Cutter Co., St. Louis. 


DENTAL INSTRUMENTS 


Ash Temple Co., Ltd., Toronto. 
S. S. White Co. of Can., Ltd., Toronto. 


DENTAL STERILIZERS 


Wilmot Castle Co., Rochester, N.Y. 
American Sterilizer Co., Erie, Pa. 
Bramhall-Deane Co., New York. 
Scanlan-Morris Co., Madison, Wis. 


DENTAL SUPPLIES 


Queen City Dental Mfrs., Ltd., Toronto. 
L. D. Caulk Co. of Can., Ltd., Toronto. 
Crown Dental Laboratory, Toronto. 
Dominion Dental Mfg. Co., Montreal. 


Goldsmith Bros. Smelting & Refining Co., Ltd., Toronto. 


S. S. White Co. of Canada, Ltd., Toronto. 
Ash Temple Co., Ltd., Toronto. 


DEEP THERAPY LAMPS 
Branston, Chas. A., Limited, Toronto. 
Burke Electric & X-Ray Co., Toronto. 
Electric Solar Co., Chicago.. 
Victor X-Ray Corpn. of Can., Ltd., Toronto. 
M. B. Evans X-Ray Co., Detroit. 


DIATHERMY APPARATUS 
Branston, Chas. A., Ltd., Toronto. 
Burke Electric & X-Ray Co., Toronto. 
Electric Solar Co., Chicago. 
M.B. Evans X-Ray Corporation, Toronto. 
Acme International X-Ray Co., Chicago. 
General X-Ray Company, Boston. 


DIPLOMAS 


Ames & Rollinson, New York. 
‘ Alexander & Cable Lithographing Co., Ltd., Toronto. 
Midland Bank Note Co., Des Moines, Ia. 


DOLLS, HOSPITAL 


Denoyer-Geppert Co., Chicago. 
M. J. Chase, Pawtucket, R.I. 


DRESSINGS, SURGICAL 


Lewis Mfg. Co., of Can., Ltd., Montreal. 
Smith & Nephew, Ltd., Montreal. 

Herdt & Charton, Inc., Montreal. 

Hygienic Fibre Co., Inc., New York. 


DRAINAGE TUBING 


Canadian Laboratory Supplies Ltd., Toronto. 
Sterling Rubber Co., Ltd., Guelph. 
Transparent Rubber Goods Co., Toronto, 

Herdt & Charton, Inc., Montreal. 


ENAMELWARE, SURGICAL 


L. C. Cahn Co., New York. 

Kny-Scheerer Corporation of America, N.Y. 
Vollrath Co., Cheboygan, Wis. 

Wright & Co., Montreal. 


ETHER 


J. A. Macdonald, Phm.B., Toronto. 
Hartz, J. F., Co., Ltd., Toronto. 


FORMS, HISTORY, RECORD 
Faithorn Co., Chicago. 
R. J. Lovell Co., Ltd., Toronto. 
FURNITURE, STEEL 


T. Eaton Co., Ltd., Toronto. 
Metal Craft Co., Ltd., Grimsby, Ont. 
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Steel Equipment Co., Ltd., Ottawa. 
Scanlan-Morris Co., Madison, Wis. 
Simmons Ltd., Montreal. 


GLASSWARE 
Surgical, Complete Line 


Canadian Laboratory Supplies Ltd., Toronto. 
Fisher Scientific Co., Ltd., Montreal. 

V. Mueller & Co., Chicago. 

Richards Glass Co., Ltd., Toronto. 


GLOVES, SURGEONS’, NURSES’ 


Canadian Laboratory Supplies Ltd., Toronto. 
Sterling Rubber Co., Ltd., Guelph. 

Canadian Consolidated Rubber Co., Ltd., Montreal. 
Transparent Rubber Goods Co., Ltd., Toronto. 


HYDROTHERAPY BATHS 


Crane Company, Ltd., Montreal. 
Standard Sanitary Mfg. Co., Ltd., Toronto. 


IDENTIFICATION METHODS 
Name Strips 
Johnson & Johnson, Ltd., Montreal. 


Necklaces 


Deknatel J. A., & Son, Inc., Queen’s Village, Long 
Island, N.Y. 


INSTRUMENTS 
Illuminated 
J. F. Hartz Co., Ltd., Toronto. 


Electro-Surgical Instrument Co., Rochester, N.Y. 
V. Mueller & Co., Chicago. 


Operating 

T. Eaton Co., Ltd., Toronto. 

J. F. Hartz Co., Ltd., Toronto. 

White X-Ray & Surgical Supply Co., Toronto. 
Frank S. Betz Co., Hammond, Ind. 

Kny-Scheerer Corporation of America, N.Y. 
Ingram & Bell, Ltd., Toronto. 

The Stevens Companies, Ltd., Toronto. 


INSTRUMENTS, SCIENTIFIC 


Canadian Laboratory Supplies, Ltd., Toronto. 
T. Eaton Co., Ltd., Toronto. 

J. F. Hartz Co., Limited, Toronto. 

White X-Ray & Surgical Supply Co., Toronto. 
Frank S. Betz Co., Hammond, Ind. 

Kny-Scheerer Corporation of America, N.Y. 
Taylor Instrument Companies, Ltd., Toronto. 
Bausch & Lomb Optical Co., Rochester. 


KNIVES 
Detachable Blades 
Bard-Parker Co., Inc., New York. 


LABORATORY EQUIPMENT 
Apparatus and Supplies 


Canadian Laboratory Supply Co., Ltd., Toronto. 
J. F. Hartz Co., Ltd., Toronto. 

Fisher Scientific Co., Ltd., Montreal. 

Geo. M. Hendry Co., Ltd., Toronto. 


METABOLISM APPARATUS 


Canadian Laboratory Supplies Ltd., Toronto. 
Queen City Dental Mfrs., Ltd., Toronto. 
Toledo Technical Appliance Co., Toledo, Ohio. 


MATERNITY PADS 


Lewis Mfg. Co., of Can., Limited, Montreal. 
Smith & Nephew, Limited, Montreal. 


MECHANOTHERAPY 
Massage Applicators 


Burke Electric & X-Ray Co., Toronto. 
Victor X-Ray Corporation, Toronto. 
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Announcement 





The ever-increasing popularity among institutions and Roentgenologists of 


Precision CoronaLtess X-Ray AppaRATUS 
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= 


has necessitated the establishment of a 


TORONTO BRANCH OFFICE 
THE M. B. EVANS X-RAY Co. 


80 Richmond St. East TORONTO, ONT. 
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With these additional facilities, an attempt will be made to render even better 
service than that which has in the past won such gratifying recognition in Ontario. 
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THE M. B. EVANS X-RAY CO. Precision X-Ray and 


GRAND RAPIDS DETROIT TORONTO Physical Therapy Apparatus 
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THESE GENERATORS 
Provide Avoid 
Constancy of wave form Ozone excessive 
Reliability and accuracy Nitrous Gas 
Greater skin safety Inconsistent results 





The universal advantages of modern tubular aerials and sphere ap measurements 
are recognized by all. In Precision RoentZen Generators the sphere jap character- 
istics or coronaless type of construction has been carried to its logical conclusion. 


Precision Coronaless Generators are available for all radiopraphic and therapy requirements. 


Write for interesting treatises~ “Precision Measurements in X-Ray” 
| and ‘“‘Coronaless X-Ray Apparatus’’, by Montford Morrison 


ACME-INTERNATIONAL X-RAY COMPANY 


725 West Lake Street Cable Address: INTERACME Chicago, U. S. A. 





Exclusive Manufacturers Under Morrison Patent No. 1,466,541 
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The Walkerite Fowler Bed No. 800 


REAL FEATURES 


Spring Comfort 
Best sagless spring. 


Easy Working 
A child can raise 
and lower it. 


Patented Malleable 


Corner Lock 
Very Rigid 


Equipped with 4-in. 
rubber-tired cas- 
tors, adjustable. 


Write for pamphlet 


The METAL CRAFT LAS, Limited 


Manufacturers of Hospital Equipment 
GRIMSBY - ONTARIO 




















The Thelco Incubator 


for Accurate Work with Cultures 


Canada’s Leading Laboratory 
Supply House 


Carries a full line of 
Apparatus, Chemicals 
and Bacteriological 
Stains, Sterilizers, etc. 


LITERATURE ON REQUEST 














No. 4280 
Made in Three Sizes: bed e 
piccmiiag iat Canadian Laboratory Supplies 
Se 8 Limited 
Supplied with or without iron stand 437-439 King Street West 


on the two larger sizes. 


Toronto 2, Ont. 


Stands extra. 











| 
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MICROSCOPES AND ACCESSORIES 


Canadian Laboratory Supplies, Ltd., Toronto. 
J. F. Hartz Co., Ltd., Toronto. 
Denoyer-Geppert Co., Chicago. 

Fisher Scientific Co., Ltd., Montreal. 

White X-Ray & Surgical Supply Co., Toronto. 
Bausch & Lomb Optical Co., Rochester. 

Spencer Lens Co., Buffalo. 


MUSEUM JARS 


Canadian Laboratory Supplies, Ltd., Toronto. 
Fisher Scientific Co., Limited, Montreal. 


PHARMACEUTICAL PREPARATIONS 
Including Makers of Specialties and Gen- 
eral Lines 


J. F. Hartz Co., Ltd., Toronto. 

Herdt & Charton, Inc., Montreal. 

Lehn & Fink (Canada) Ltd., Toronto. 
Mallinckrodt Chemical Works, Ltd., Montreal. 
Abbott Laboratories, Toronto. 

Arlington Chemical Co., Yonkers, N.Y. 

Allen & Hanburrys Co., Ltd., Toronto. 

Carter Cummings & Co., Toronto. 

Chas. E. Frost & Co., Montreal. 

Frank W. Horner, Ltd., Montreal. 

Ingram & Bell, Ltd., Toronto. 

Lyman’s Limited, Montreal. 

H. K. Mulford Co., Philadelphia. 

National Drug & Chemical Co. of Canada, Ltd., Montreal. 
Parke, Davis & Co., Walkerville, Ont. 

Frederick Stearns & Co. of Canada, Ltd., Windsor, Ont. 
E. R. Squibb & Sons, New York. 

Henry K. Wampole & Co., Ltd., Perth, Ont. 

W. R. Warner & Cc., Ltd., Toronto. 

Waterbury Chemical Co. of Canada, Ltd., Toronto. 
Wingate Chemica! Co., Ltd., Montreal. 


QUARTZ LAMPS 


Acme International X-Ray Co., Chicago. 

Burke Electric & X-Ray Co., Toronto. 

Canadian Laboratory Supplies Ltd., Toronto. 

Electric Solar Co., Chicago. 

M. B. Evans X-Ray Co., Detroit. 

Victor X-Ray Corporation, Chicago & Toronto. 

Burdick Cabinet Co., Milton, Wis. 

General X-Ray Co., Boston. 

Hanovia Chemical & Mfg. Co., Newark, N.J. 

—— and Hospital Equipment Co., Battle Creek, 
ich. 

Standard Engeln Corporation, Cleveland. 


RINGS AND PILLOWS, RUBBER 


Canadian Consolidated Rubber Co., Ltd., Montreal. 
K. & S. Tire & Rubber Goods, Ltd., Toronto. 


SCALES, BABY 


J. F. Hartz Co., Ltd., Toronto. 
Canadian Fairbanks-Morse Co., Ltd., Montreal. 
International Business Machines Co., Ltd., Toronto. 


SHEETING, RUBBER 


Transparent Rubber Goods Co., Ltd., Toronto. 
Ontario Rubber Co., Toronto. 

Canadian Consolidated Rubber Co., Ltd., Montreal. 
Dunlop Tire & Rubber Goods Co., Ltd., Toronto. 

I. B. Kleinert Rubber Co., Toronto. 


STEREOPTICONS 


Canadian Laboratory Supplies Ltd., Toronto. 
E. H. Sargent & Co., Chicago. 

Bausch & Lomb Opticai Co., Rochester. 

Spencer Lens Co., Buffalo. 


STEREOSCOPES 
Acme International X-Ray Co., Chicago. 
Burke Electric & X-Ray Co., Toronto. 
Victor X-Ray Corporation, Toronto. 
General X-Ray Co., Boston. 
Standard Engeln Corporation, Cleveland. 


STERILIZERS 
Canadian Laboratory Supplies Ltd., Toronto. 
Castle, Wilmot Co., Rochester, N.Y. 

T. Eaton Co., Ltd., Toronto (Instrument). 
American Sterilizer Co., Erie, Pa. 
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Inc., Boston. 


Barnstead Still & Sterilizer Co., 
Barnstead Mfg. Co., Boston. 
Bramhall Deane Co., New York. 
Kny-Scheerer Corporation of America, New York. 
Scanlan-Morris Co., Madison, Wis. 

Max Wocher & Son Co., Cincinnati, Ohio. 


STERILIZERS 
Hot Oil 


Castle, Wilmot Co., Rochester, N.Y. 
Barnstead Still & Sterilizer Co., Boston. 


STAINS 


Canadian Laboratory Supplies Ltd., Toronto. 
Fisher Scieniific Co., Ltd., Montreal. 


STERILIZER CONTROLS 
A. W. Diack, Detroit, Mich. 


SURGICAL AND MEDICAL SUPPLY, Dealers 


Burke Electric & X-Ray Co., Toronto. 

T. Eaton Co., Ltd., Toronto. 

J. F. Hartz Co., Ltd., Toronto. 

White X-Ray & Surgical Supply Co., Toronto. 
Ingram & Bell, Ltd., Toronto. 

J. Stevens & Son Co., Ltd., Toronto. 

Lymans Limited, Montreal. 


W. Lloyd Wood, Toronto. 


SUTURES 


Davis & Geck, Inc., Brooklyn, N.Y. 
Johnson & Johnson, Ltd., Montreal. 


SYRINGES 
Glass 


Canadian Laboratory Supplies Ltd., Toronto. 
Fisher Scientific Co., Ltd., Montreal. 
Beckton, Dickinson & Co., Rutherford, N.J. 
Max Wocher & Sons Co., Cincinnati, Ohio. 


Rubber 


Canadian Consolidated Rubber Co., Ltd., Méntreal. 
K. & S. Tire & Rubber Goods, Ltd., Toronto. 


TABLES, OPERATING 


J. F. Hartz, Co., Ltd., Toronto. 

Frank S. Betz Co., Hammond, Ind. 
Kny-Scheerer Corporation of America, New York. 
Scanlan-Morris Co., Madison, Wis. 


THERMOMETERS, CLINICAL 


T. Eaton Co., Ltd., Toronto. 

Fisher Scientific Co., Ltd., Montreal. 

J. F. Hartz Co., Ltd., Toronto. 

Herdt & Charton, Inc., Montreal. 

White X-Ray & Surgical Supply Co., Toronto. 
Becton, Dickinson & Co., Rutherford, N.J. 
Taylor Instrument Co., Toronto. 


WASTE RECEPTACLES 


J. F. Hartz Co., Ltd., Toronto. 

Metal Craft Co., Ltd., Grimsby, Ont. 

Soclean Ltd., Toronto. 

McClary Mfg. Co., Ltd., London. 

Sheet Metal Products Co. of Canada, Ltd., Toronto. 
Scanlan-Morris Co., Madison, Wis. 


X-RAY APPARATUS 


Acme-International X-Ray Co., Chicago. 

Burke Electric & X-Ray Co., Toronto. 

M. B. Evans X-Ray Co., Detroit. 

Kelley-Koett Mfg. Co., Inc., Covington, Ky. 

Victor X-Ray Corporation of Canada, Ltd., Toronto. 
General X-Ray Co., Boston. 


X-RAY PLATES, FILMS 


Acme-International X-Ray Co., Chicago. 

Burke Electric & X-Ray Co., Toronto. 

M. B. Evans X-Ray Co., Detroit. 

Victor X-Ray Corporation of Canada, Ltd., Toronto. 
White X-Ray & Surgical Supply Co., Toronto. 
Canadian Kodak Co., Ltd., Toronto. 


X-RAY FILM CABINETS 


Burke Electric X-Ray Co., Toronto. 
J. & J. Taylor, Limited, Toronto. 
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ALKALIES 


Beaver Laundry Machinery Co., Ltd., Toronto. 
Meyer Bros., Toronto. 

Brunner, Mond Canada, Ltd., Montreal. 

J. B. Ford Co., Wyandotte, Mich. 

R. Gardner Co., Toronto. 


AMMONIA 


Soclean Limited, Toronto. 

Alpha Chemical Co., Ltd., Kitchener. 
Canada Colors & Chemicals, Ltd., Toronto. 
S. F. Lawrason & Co., London. 

Pugsley, Dingman & Co., Ltd., Toronto. 


BASKETS, LAUNDRY 


Beatty Bros., Ltd., Fergus, Ont. 

Brantford Willow Works, Brantford, Ont. 

Canadian National Institute for the Blind, Toronto. 
Willow Art Furniture Mfrs., Winnipeg. 

Stratford Mfg. Co., Ltd., Stratford, Ont. 


BINS, SORTING 


Metal Craft Co., Ltd., Grimsby, Ont. 
Geo. Sparrow & Co., Toronto. 

Dennis Wire & Iron Works Co., Ltd., London. 
Geo. B. Meadows, Ltd., Toronto. 

Steel Equipment Co., Ltd., Ottawa. 





Save Money 


in your 
Laundry 


Thor heavy duty laundry machines require no 

installation expense or skilled operators. They 

save in original investment and in operating 

expense. Send for detailed information, low 
cost and other advantages. 


Department 763 
Electric Household Utilities Corporation 
of Canada, Limited 


66 Temperance Street - . Toronto 





HOSPITAL 
Laundry Equipment 
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BLEACH, LAUNDRY 


Beaver Laundry Machinery Co., Ltd., Toronto. 
Meyer Bros., Toronto. 
Canadian Salt Co., Ltd., Windsor. 


CAUSTIC SODA 


Canadian Salt Co., Ltd., Windsor, Ont. 
Howard Smith Paper Mills, Ltd., Montreal. 
J. B. Ford Co., Wyandotte, Mich. 


DETERGENTS 


Beaver Laundry Machinery Co., Ltd., Toronto. 
Soclean Limited, Toronto. 

E. W. Gillett Co., Ltd., Toronto. 

Alpha Chemical Co., Ltd., Kitchener. 

J. B. Ford Co., Wyandotte, Mich. 


DISINFECTORS, MATTRESS, CLOTHING 


Castle, Wilmot Co., Rochester, N.Y. 
American Sterilizer Co., Erie, Pa. 
Barnstead Mfg. Co., Boston. 


DRYERS 


Beaver Laundry Machinery Co., Ltd., Toronto. 
Geo. Sparrow & Co., Toronto. 

Meyer Brothers, Toronto. 

Canadian Laundry Machinery Co., Ltd., Toronto. 
Premier Laundry Machinery Co., Ltd., Montreal. 


ELECTRIC IRONS 


Canadian Westinghouse Co., Ltd., Hamilton. 
Canadian General Electric Co., Ltd., Toronto. 
Canadian Radiant Electric Co., Grimsby, Ont. 
National Electric Heating Co., Ltd., Toronto. 


EXTRACTORS 
See Firms listed under Dryers. 


HEATERS, WATER 


McClary Mfg. Co., London. 
Canadian Heater Co., Hamilton. 
®. Clare Bros. & Co., Ltd., Preston, Ont. 
¥ Jas. Morrison Brass Mfg. Co., Ltd., Toronto. 
Mueller, Limited, Sarnia, Ont. 
‘Rudd Mfg. Co., Toronto. 


INDELIBLE INK 


Beaver Laundry Machinery Co., Ltd., Toronto. 
Applegate Chemical Co., Chicago. 

National Marking Machinery Co., Cincinnati. 
Payson’s Indelible Ink Co., Northampton, Mass. 


IRONING MACHINES 


Beaver Laundry Machinery Co., Ltd., Toronto. 
Electric Household Utilities Corp’n, Toronto. 
Meyer Brothers, Toronto. 

Brantford Washing Machine Co., Ltd., Brantford. 
Canadian Ironing Machine Co., Ltd., Woodstock. 
Canadian Laundry Machinery Co., Ltd., Toronto. 
Premier Laundry Machinery Co., Ltd., Montreal. 


LYE 
E. W. Gillett Co., Ltd., Toronto. 


SOAPS, LAUNDRY 


Soclean Limited, Toronto. 

Beaver Soap Co., Ltd., Winnipeg. 
Cudahy Packing Co., Toronto. 

Gold Dust Corporation, Ltd., Montreal. 
Lever Bros., Ltd., Toronto. 
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NO 
GRIT 








Cleanser 
Hospitals 










The Ideal 
for Modern 







Does its work by softening water and removing 
grease. Goes farther than any other material, 
therefore most economical as well as most 
efficient. 







WRITE FOR PRICES ON KEG OR BARREL LOTS 


E. W. GILLETT CO., LTD. 
TORONTO - CANADA 


Vancouver - Winnipeg - Ottawa - Montreal - Quebec 















DO YOU NEED A LAUNDRY PLANT? 





Pat the matter up tous. Tell us how much linen 
you launder per week and how much it costs you and 
we will tell you whether it would be wise to install a Unit. 
If we cannot save you money we will frankly say so— 
we aim only to sell where a plant is really needed and 
where we will not risk having a dissatisfied customer 
on our list. 


The Beaver Laundry Machinery Co., Limited 


MANUFACTURERS 
393 SORAUREN AVENUE - - - - TORONTO, ONT. 
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“This Is Station KSC” 


Keever Starch Co. 
Columbus, Ohio 


Broadcasting the Greater 
Economy and Superiority 
of Satin Finish Sizing. 


INCE its first introduction a few 

years ago, Satin Finish and 
the Satin as way of sizing 
RAW over the wheel has been 
adopted by a majority of the hosp- 
itals in the United States and Can- 
ada. No other starch can be 
substituted that will give the original 
new appearance, “invisible stiff- 
ness’ and greater strength to the 
fabrics of coats, aprons, uniforms, 
caps, gowns, etc. They are not 
made to do that. Satin Finish 
was developed specifically to 
provide a Textile Mill Sizing suit- 
able for Laundry work. We 
wanted Satin Finish to replace 
the original mill sizing which the 
first washing removes. It does 
just that—puts back the sizing and 
restores the fabric to its original 
new state. 


Now “‘stand by” one minute while 
you write us a postcard request 


for a FREE 3-pound sample bag. 
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SOAPS, LAUNDRY (Continued) 


Palmolive Mfg. Co., Ltd., Toronto. 

Procter & Gamble Co. of Canada, Ltd., Toronto. 
Pugsley, Dingman & Co., Ltd., Toronto. 

St. Croix Soap Mfg. Co., Ltd., St. Stephen, N.B. 


STARCH 


Canada Starch Co., Ltd., Montreal. 

Beaver Laundry Machinery Co., Ltd., Toronto. 
Keever Starch Co., Columbus, Ohio. 

Pacific Starch Products Ltd., New Westminster, B.C. 


TABLES, IRONING 


Beaver Laundry Machinery Co., Ltd., Toronto. 
Taylor-Forbes Co., Ltd., Guelph. 

Canadian Laundry Machinery Co., Ltd., Toronte. 
Meyer Brothers, Toronto. 


TRUCKS 
W. S. Mahaffy Co., Toronto. 
John Watson Mfg. Co., Ltd., Ayr, Ont. 
Diamond State Fibre Co. of Canada, Ltd., Toronto. 
Wire-Woven Wood Mfg. Co., Ltd., Woodbridge, Ont. 
TUBS 
See Firms under Plumbing Section B. 


WASHERS 


Beaver Laundry Machinery Co., Ltd., Toronto. 
Electric Household Utilities Corp’n, Toronto. 
Meyer Brothers, Toronto. 

Canadian Hoffman Machinery Co., Ltd., Toronto. 
Canadian Ironing Machine Co., Ltd., Woodstock, Ont. 
Canadian Laundry Machinery Co., Ltd., Toronto. 
Guarantee Laundry Machinery Co., Winnipeg. 
Premier Laundry Machinery Co., Ltd., Montreal. 
Sumbling Machinery Co., Ltd., Toronto. 

Toronto Laundry Machinery Co., Ltd., Toronto. 
John Turner & Son, Toronto. 


WASHING POWDERS 
See Firms listed under Laundry Soaps. 


WATER-SOFTENING EQUIPMENT 


Refinite Co. of Canada, Ltd., Toronto. 
McClelland Engineering Co., Toronto. 
Wayne Pump & Tank Co., Ltd., Toronto. 
Canadian Allis-Chalmers, Ltd., Toronto. 
National Equipment Co., Ltd., Toronto. 

W. J. Westaway Co., Hamilton. 


Ships Receive Medical Advice by Radio 

One of radio’s day-by-day humanitarian services is 
the broadcasting of medical advice furnished by the 
United States public service to vessels at sea. 
Through the medium of the coastal tronsmission 
stations of the’ Radio Corporation of America and the 
Independent Wireless Company, medical consult- 
ations with ships on both the Atlantic and Pacific 
have been flashed through the ether regularly during 
the last four years. 

The service is rendered free of charge, certain 
governmental hospitals having been designated to 
answer radio calls for service at once on their receipt 
from the sea. And the staffs of the hospitals are 
under instructions from Washington that this service 
must be couched in language intelligible to a layman. 

In mest cases, the requests are flashed to shore by 
ship captains on vessels not carrying physicians, but 
the service of the health service is available also to 
ships’ doctors who may want expert consultation on 
a case. 
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ALUMINUM WARE 


Aluminum Co. of Canada, Limited, Toronto. 
Cassidy’s, Limited, Montreal and Toronto. 
Geo. Sparrow & Company, Toronto. 

Wrought Iron Range Co., Limited, Toronto. 
Aluminum Ware Mfg. Co., Limited, Oakville, Ont. 
Sheet Metal Products Co., of Canada, Ltd., Toronto. 


BREAD RACKS 


Brantford Oven & Rack Co., Ltd., Brantford. 
Geo. Sparrow & Co., Toronto. 

Wrought Iron Range Co., Limited, Toronto. 
Regal Kitchens, Limited, Montreal. 

Steel Trough & Machine Co., Ltd., Tweed, Ont. 


BREAD AND MEAT SLICERS 


Geo. Sparrow & Co., Toronto. 

Wrought Iron Range Co., Ltd., Toronto. 
Gurney Foundry Co., Ltd., Toronto. 
International Business Machines, Ltd., 
Regal Kitchens, Limited, Montreal. 
Hobart Mfg. Company, Toronto. 

A. J. Deere Co., Limited, Toronto. 


BUTCHER BLOCKS 


Geo. Sparrow & Company, Toronto. 
Wrought Iron Range Co., Limited, Toronto. 
Regal Kitchens, Limited, Montreal. 

Toronto Butchers’ Supply Co., Ltd., Toronto. 


CABINETS, FOOD 


Metal Craft Co., Limited, Grimsby, Ont. 
Geo. Sparrow & Company, Toronto. 
Wrought Iron Range Co., Ltd., Toronto. 
Brantford Oven & Rack Co., Limited, Brantford. 
Regal Kitchens, Limited, Montreal. 

Steel Equipment Co., Limited, Ottawa. 


CANOPIES, HOODS 


Geo. Sparrow & Company, Toronto. 
Brantford Oven & Rack Co., Ltd., Brantford. 
Metal Craft Co., Limited, Grimsby, Ont. 


Toronto. 


McClary Mfg. Co., London. 

Wrought Iron Range Co., Limited, Toronto. 
Gurney Foundry Co., Limited, Toronto. 

Regal Kitchens, Limited, Montreal. 


CHOPPING MACHINES 


Geo. Sparrow & Company, Toronto. 
Wrought Iron Range Co., Ltd., Toronto. 


CHINA 


British & Colonial Trading Co., Ltd., Toronto. 
T. Eaton Co., Limited, Toronto. 

Cassidy’s, Limited, Montreal and Toronto. 
Nerlich & Company, Toronto. 


CONVEYORS, FOOD 


McClary Mfg. Co., Ltd., Montreal. 

Metal Craft Co., Limited, Grimsby, Ont. 
Geo. Sparrow & Company, Toronto. 
Wrought Iron Range Co., Limited, Toronto. 
Brantford Oven & Rack Co., Limited, Brantford. 
Regal Kitchens, Limited, Montreal. 


COOKING UTENSILS 


Aluminum Co., of Canada, Limited, Toronto. 
Cassidy’s, Limited, Montreal and Toronto. 

T. Eaton Co., Limited, Toronto. 

McClary Mfg. Co., London. 

Wrought Iron Range Co., Limited, Toronto. 
Thos. Davidson Mfg. Co.. Limited, Montreal. 
Ideal Aluminum Products, Limited, Toronto. 
Sheet Metal Products of Canada, Ltd., Toronto. 
Regal Kitchens, Limited, Montreal. 


COOKS’ CLOTHING 


Corbett-Cowley, Limited, Toronto. 


CUTLERY 


British & Colonial Trading Co., Ltd., Toronto. 
Cassidy’s, Limited, Montreal and Toronto. 

T. Eaton Co., Limited, Toronto. 

Geo. Sparrow & Company, Toronto. 
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40 Years’ Service to the 
Bakery Trade 


OVENS 


For every purpose 
COAL, WOOD or GAS 
Catalogue on Request 
HUBBARD PORTABLE 
OVEN COMPANY 
1100 Queen St. W. Toronto 





























M‘Clarys 


SPECIALIZE IN 


KITCHEN EQUIPMENT 


Insulated Food Conveyors, Permanent and Portable Steam 
Tables built to Few a by skilled mechanics to 
conform to the h st of always jiated 
with the name of McClary. 


Tell us your requirements and we will give 
you estimates. 










































JACK FROST 


ICE MACHINE CO. LTD.°» TORONTO 


_ DOMESTIC. APARTMENT HOUSE €- ., 


_ COMMERCIAL REFRIGERATION ~ 


oS spe 








George Sparrow & Co. 


119 Church St. - 


“STANDARD” 


Equipment for the serving of foods for hospitals. 
Send for Catalog and Price List 


Toronto 
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CUTLERY (Continued) 


Wrought Iron Range Co., Limited, Toronto. 
Canadian Wm. A. Rogers, Limited, Toronto. 
International Silver Co., of Canada, Limited, Toronto. 
McGlashan Clarke Co., Limited, Niagara Falls, Ont. 
Wm. Rogers Mfg. Co., Limited, Niagara Falls, Ont. 


DISHWASHING MACHINES 


Geo. Sparrow & Company, Toronto. 

Wrought Iron Range Co., Limited, Toronto. 
Crescent Washing Machine Co., New Rochelle, N.Y. 
London Metal Products, Limited, London. 

-aragon Products, Limited, Toronto. 

Regal Kitchens, Limited, Montreal. 


DISHWASHING CLEANERS 


Dustbane Products, Ltd., Ottawa. 

E. W. Gillett Co., Limited, Toronto. 
Soclean Limited, Toronto. 

Alpha Chemical Co., Limited, Kitchener, Ont. 
Cudahy Packing Company, Toronto. 

Gold Dust Corporation, Montreal. 

Lever Brothers, Limited, Toronto. 

Pugsley, Dingman & Co., Limited, Toronto. 
Royal Crown Soaps, Limited, Winnipeg. 


GLASS TUMBLERS, ETC. 


British & Colonial Trading Co., Ltd., Toronto. 
Cassidy’s, Limited, Montreal and Toronto. 
Consumers’ Glass Co., Limited, Ville St. Pierre, Que. 
Dominion Glass Co., Limited, Montreal. 

Nerlich & Company, Toronto. . 


KETTLES, STEAM-J ACKETTED 


Aluminum Co. of Canada, Limited, Toronto. 
Geo. Sparrow & Company, Toronto. 

McClary Mfg. Co., London. 

Wrought Iron Range Co., Limited, Toronto. 
Booth-Coulter Cooper & Brass Co., Ltd., Toronto. 
Sheet Meta! Products Co. of Canada, Ltd., Toronto. 


MIXING MACHINES 


Geo. Sparrow & Company, Toronto. 
Wrought Iron Range Co., Limited, Toronto. 
Fletcher Mfg. Co., Limited, Toronto. 

Pendrith Machinery Co., Ltd., Toronto. 

Regal Kitchens, Limited, Montreal. 


OVENS, BAKING 


Hubbard Portable Oven Co., Toronto. 

Geo. Sparrow & Co., Toronto. 

Wrought Iron Range Co., Ltd., Toronto. 
Brantford Rack & Oven Range Co., Ltd., Brantford. 
Fletcher Mfg. Co., Ltd., Toronto. 

Pendrith Machinery Co., Ltd., Toronto. 

Regal Kitchens, Limited, Montreal. 


PAPER GOODS 
See Firm listed under Paper Goods in 


Section B. 


RANGES 


Electric 
Canadian Westinghouse Co., Limited, Hamilton. 
McClary Mfg. Co., London. 
Beach Foundry, Limited, Ottawa. 
Canadian General Electric Co., Limited, Toronto. 











HOSPITAL AND INSTITUTIONAL 
Crockery, Silver and Glassware 
Distributors for 
JOHN MADDOCK & SONS, LTD., ENGLAND 


We specialize in Institutional Equipment and 
sell direct. May we send you quotations 
on any of the above lines you may require? 


BRITISH & COLONIAL TRADING CO. 


LIMITED 
284-6 Brock Avenue - TORONTO 
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Gurney Foundry Co., Limited, Toronto. 
Moffats Limited, Weston, Ont. 


Gas 


McClary Mfg. Co., London. 

Geo. Sparrow & Company, Toronto. 
Wrought Iron Range Co., Limited, Toronto. 
Beach Foundry Limited, Ottawa. 

Consumers’ Gas Company, Toronto. 

G. R. Prowse Range Co., Limited, Montreal. 
Regal Kitchens, Limited, Montreal. 


Heavy Duty 


McClary Mfg. Co., London. 

Geo. Sparrow & Company, Toronto. 
Wrought Iron Range Co., Limited, Toronto. 
Canadian General Electric Co., Limited, Toronto. 
G. R. Prowse Range Co., Limited, Montreal. 
Regal Kitchens, Limited, Montreal. 


REFRIGERATORS 


T. Eaton Co., Limited, Toronto. 

John Hillock & Co., Limited, Toronto. 

Canadian Jewett Refrigerator Co., Bridgeburg, Ont. 
Eureka Refrigerator Co., Ltd., Owen Sound, Ont. 
Linde Canadian Refrigerator Co., Ltd., Montreal. 
Renfrew Refrigerator Co., Ltd., Renfrew, Ont. 
Sanderson-Harold Co., Limited, Paris, Ont. 


REFRIGERATING MACHINERY 


Canadian Ice Machine Co., Limited, Toronto. 
Frigidaire Corp’n, Toronto. 

Jack Frost Ice Machine Co., Limited, Toronto. 
J. L. Wilson & Sons, Toronto. 

Ice-O-Matic Co., Windsor. 

Keith Electric Refrigerator Co., Ltd., Leaside, Ont. 
Kelvinator Co., of Canada, Toronto. 

Linde Canadian Refrigerator Co., Limited, Montreal. 


SCALES, KITCHEN 


Geo. Sparrow & Company, Toronto. 

Wrought Iron Range Co., Limited, Toronto. 
Canadian Fairbanks-Morse Co., Limited, Montreal. 
Canadian Toledo Scale Co., Limited, Windsor, Ont. 
Gurney Scale Co., Limited, Hamilton. 

International Business Machines Co., Ltd., Toronto. 
Wilson Scale & Machinery Corpn., Limited, Toronto. 


SLICERS 


See Firms Listed under Bread and Meat 


Slicers in this Section. 


SILVER 
Hollow and Flatware 


See Firms listed under Cutlery in this 


Section. 


SINKS 


Geo. Sparrow & Company, Toronto. 
Wrought Iron Range Co., Ltd., Toronto. 
Crane Limited, Montreal. 

James Robertson Co., Limited, Montreal. 
Standard Sanitary Mfg. Co., Limited, Toronto. 


TABLES, BAKERS’ 
Geo. Sparrow & Company, Toronto. 
Brantford Oven & Rack Co., Ltd., Brantford. 
Wrought Iron Range Co., Ltd., Toronto. 
Regal Kitchens, Limited, Montreal. 


TABLES, STEAM 


McClary Mfg. Co., London. 

Geo. Sparrow & Co., Toronto. 

Wrought Iron Range Co., Ltd., Toronto. 
Regal Kitchens, Limited, Montreal. 


TOASTERS, ELECTRIC 


Canadian Westinghouse Co., Limited, Hamilton. 
Canadian General Electric Co., Limited, Toronto. 
Canadian Radiant Electric Co., Grimsby. 

Equator Mfg. Co., Limited, Hamilton. 

National Electric Heating Co., Limited, Toronto. 
Renfrew Electric Products, Limited, Grimsby, Ont. 
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TOPS, TABLE 


Vitrified 


Sani-Products Co., Limited, Toronto. 
Vitrolite Company, Toronto. 


Monel Metal 
Geo. Sparrow & Company, Toronto. 
Wrought Iron Range Co., Limited, Toronto. 
Brantford Oven & Rack Co., Ltd., Brantford. 
International Nickel Co., New York. 
Regal Kitchens, Limited, Montreal. 


TRAYS 
British & Colonial Trading Co., Ltd.. Toronto. 
Metal Craft Co., Limited, Grimsby, Ont. 
Geo. Sparrow & Company, Toronto. 
Wrought Iron Range Co., Limited, Toronto. 
Cassidy’s, Limited, Montreal and Toronto. 
Malcolm & Souter Furniture Co., Limited, Hamilton. 
Otterville Mfg. Co., Limited, Otterville, Ont. 


URNS 


Geo. Sparrow & Company, Toronto. 
Wrought Iron Range Co., Limited, Toronto. 
Cassidy’s, Limited, Montreal and Toronto. 
Booth-Coulter Copper & Brass Co., Ltd., Toronto. 
Regal Kitchens, Limited, Montreal. 

Gurney Foundry Co., Limited, Toronto. 


UTENSILS, BAKING AND COOKING 


Aluminum Co. of Canada, Limited, Toronto. 
Cassidy’s, Limited, Montreal and Toronto. 
Geo. Sparrow & Co., Toronto. 

Brantford Oven and Rack Co., Ltd., Brantford. 
Wrought Iron Range Co., Limited, Toronto. 
Regal Kitchens, Limited, Montree1. 


VACUUM BOTTLES 


Geo. Sparrow & Company, Toronto. 
Wrought Iron Range Co., Limited, Toronto. 
Cassidy’s, Limited, Montreal and Toronto. 
Thermos Bottle Co., Limited, Toronto. 


WARMERS 
Dish and Food 


McClary Mfg. Co., Ltd., London. 

Geo. Sparrow & Comp pany, Toronto. 

Wrought Iron Range Co., Limited, Toronto. 
Brantford Oven & Rack Co., Limited, Brantford. 
Gurney Foundry Co., Limited, Toronto. 

Regal Kitchens, Limited, Montreal. 

G. R. Prowse Co., Limited, Montreal. 


WATER COOLERS 


McClary Mfg. Company, London. 

G. H. Wood & Company, Toronto. 

Geo. Sparrow & Company, Toronto. 

Wrought Iron Range Co., Limited, Toronto. 
Thos. Davidson Mfg. Co., Limited, Montreal. 
Perfection Cooler Co., Limited, Toronto. 

Geo. R. Prowse Range Co., Limited, Montreal. 
Sheet Metal Products Co. of Canada, Ltd., Toronto. 


Radio Equipment for Moose Jaw Hospital 

The Moose Jaw Radio Association has undertaken 
to install a radio receiving set in the City General 
Hospital with headphone connections to all the beds, 
this involving the installation of some 80 headsets, 
with a wall jack and modulator plug for each head 
set in order that the phone may be disconnected 
at will, and the volume regulated for each patient 
when the set is in use. 

The Radio Association is enlisting the support 
of the service clubs, fraternal organizations and every 
association in the city, together with the practical 
aid of the individual citizens, while the churches 
have all promised their full support. The cost 
will be about $2,000. 
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Good Cooks Prefer ““W ear-Ever”’ 








— Used by 
Large Hospitals 


Most dietitians prefer to use ‘““‘Wear-Ever” utensils— 
they insure better-cooked full-flavored foods. It is 
also important to remember that “Wear-Ever” Alu- 
minum does not combine with food acids to form 
poisonous compounds, does not retain food odors and 
is exceptionally easy to clean. 


WEAR-EVER The large number of Canadian Hos- 
S pitals standardizing on ‘‘Wear-Ever”’ 

ALUMINUM testify to the ideal cooking properties 
=) of this famous aluminum kitchen 
iz ware. 

TRADE MARK 

ALUMINUM CO. OF CANADA, LIMITED 

TORONTO 


“Wear-Ever 


Aluminum Kitchen Utensils 
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APPLES, CANNED 


Canadian Canners, Limited, Hamilton. 

Harvest Co., Limited, Hamilton. 

Libby, McNeill & Libby of Can., Ltd., Chatham, 
Okanagan Packers, Limited, Kelowna, B.C. 
Vineland Canners, Limited, Vineland Station, Ont. 


APRICOTS, CANNED 


Canadian Canners, Limited, Hamilton. 
Libby, McNeill & Libby, of Can., Ltd., 


BAKING POWDER 


E. W. Gillett Co., Limited, Toronto. 

Coleman Baking Powder, Limited, Brockville, Ont. 
Dalton Bros., Limited, Toronto. 
Egg-O Baking Powder Co., Ltd., 
MacLarens Limited, Hamilton. 
Mayer Co., Limited, Winnipeg. 
Ocean Mills, Limited, Montreal. 
Pure Gold Mfg. Co., Limited, Toronto. 
White Swan Spice & Cereals, Ltd., Toronto. 


BEEF EXTRACTS 


Bovril, Limited, Montreal. 
Joseph Picard, Montreal, 


BISCUITS 


Canada Bread Co., Limited, Toronto. 
Christie Brown & Co., Limited, Toronto. 
David & Frére, Montreal. 

McCormick Mfg. Co., Limited, London. 
Moirs, Limited, Halifax. 

D. S. Perrin & Co., Ltd., London. 

Telfer Biscuit Co., Limited, Toronto. 
Geo. Weston, Limited, Toronto. 


BRAN 
Kellogg Co. of Canada, Limited, London. 
Canadian Postum Cereal Co., Limited, Toronto. 
Good Health Food Co., Limited, London. 


Chatham. 


Hamilton. 








Serve Your Patients with 


BEEKIST HONEY 


The choicest selection of Ontario’s Honey rigidly graded 
and inspected. It conta'ns all the elements necessary to 
the building and nourishing of tte human system. 


Ontario Honey Producers Co-Operative 


LIMITED 
47 Wellington St. East - 








Toronto, 2, Ont. 














LA PERLE 


PURE FRENCH OLIVE OIL 
saa and pronounced ‘‘a perfect specimen of 


Write, wire or phone at the expense of 


W. G. PATRICK & CO., LTD. 


51-53 Wellington St. W. Toronto 


HALIFAX MONTREAL WINNIPEG CALGARY VANCOUVER 
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BREAKFAST FOODS 
Kellogg Co. of Canada, Limited, London. 
Canadian Shredded Wheat Co., Limited, Niagara Falls, Ont. 
Canadian Postum Cereal Co., Ltd., Toronto. 
Good Health Food Co., Limited, London. 
Quaker Oats Company, Peterborough, Ont. 
Robin Hood Mills, Limited, Calgary. 
Roman Meal Co., Limited, Toronto. 
White Swan Spices & Cereals, Limited, Toronto. 


BUTTER i 


Bowes Co., Limited, Toronto. 

British Mfrs. Corpn., Limited, Vancouver. 
Brookfield Creamery Co., Limited, Brookfield, N.S. 
City Dairy Co., Limited, Toronto. 

Wm. Davies Ge: Limited, Toronto. 

Harris Abattoir Cax Limited, Toronto. 

Montreal Dairy Co., Limited, Montreal. 

Swift Canadian Co., Limited, Toronto. 

Whyte Packing Co., Limited, Stratford, Ont. 


CEREALS 
See Firms Listed under Breakfast Foods. 


CHOCOLATE 
Walter Baker & Co., Limited, Montreal. 
Cowan Co., Limited, Toronto. 
J. S. Fry & Sons (Canada), Limited, Montreal. 
Walter M. Lowney Co. of Can., Limited, Montreal. 
Todhunter, Mitchell & Co., Toronto. 


COCOA 
See Firms Listed under Chocolate 


COCOANUT 


Canadian Cocoanut Co., Montreal. 

Pilliner Products, Limited, Waterloo, Ont. 
Leopold Schepp, Company, Toronto. 

Wilson Chemical Co., Limited, St. John, N.B. 


COFFEE 


Wm. Braid & Co., Limited, Vancouver. 
Campbell Bros. & Wilson, Limited, Winnipeg. 
Canada Spice & Specialty Mills, Limited, St. John, N.B. 
Chase & Sanborn, Montreal. 

Dalton Bros., Limited, Toronto. 

Eby-Blain, Limited, Toronto. 

Gorman Eckhert & Co., Limited, London. 

R. B. Hayhoe & Co., Toronto. 

MacLarens, Limited, Hamilton. 

Pure Gold Mfg. Co., Limited, Toronto. 

White Swan Spice & Cereals, Limitec, Toronto. 


CONDIMENTS 
See Firms Listed under Coffee. 


CORN SYRUPS 


Canada Starch Co., Limited, Montreal. 
St. Lawrence Starch Co., Limited, Port Credit, Ont. 
Dalton Bros., Limited, Toronto. 


DESSERTS 


W. G. Patrick & Co., Limited, Toronto. 
Eby-Blain, Limited, Toronto. 

Gorman Eckhert & Co., Limited, London. 

R. B. Hayhoe & Co., Toronto. 

Harry Horne Co., Limited, Toronto. 

Imperial Extract Co., Limited, Toronto, 

Jell-O Co. of Canada, Limited, Bridgeburg, Ont. 
J. M. Lowes Co. of Toronto, Limited, Toronto. 
MacLarens, Limited, Hamilton. 

Pure Gold Mfg. Co., Limited, Toronto. 

White Swan Spices & Cereals, Limited, Toronto. 
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DIABETIC FLOUR 


Jireh Food Co., Brockville, Ont. 
MacDowell Brothers, Brockville, Ont. 
White Swan Spices & Cereals, Ltd., Toronto. 
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See Firms Listed under Deserts 





FLOUR 
Barley 


F. L. Green, Greenwood, Ont. 
Vancouver Milling & Grain Co., Limited, Vancouver. 


Diabetic—See under Diabetic Flour. 


Gluten 


Jireh Food Co., Brockville, Ont. 
MacDowell Brothers, Brockville, Ont. 
Milquo, Limited, Hamilton, On’. 





Graham fesesaer a 
Dresden Flour Mills, Limited, Dresden, Ont. inder scientific 
control 


F. L. Green, Greenwood, Ont. 

Ottawa Valley Flour Mills, Limited, Renfrew, Ont. 
White Swan Spices & Cereals, Limited, Toronto. 
Winkler Milling Co., Winkler, Man, 


Wheat 


Maple Leaf Milling Co., Limitea, Toronto. 

Ogilvie Flour Mills Co., Limited, Montreal. 

Robin Hood Mills, Limited, Calgary. 

St. Lawrence Flour Mills Co., Limited, Montreal. 
Western Canada Flour Mills Co., Limited, Toronto 


EDW ARDSBURG 
Whole Wheat 


Western Canada Flour Mills Co., Limited, Toronto. C R O Ww N B R A N D 
White Swan Spices & Cereals, Limited, Toronto. 
AND 


and under the 
most hygienic 
conditions 





Winkler Milling Co., Winkler, Man. 


FRUITS, CANNED 
Acadia Canners, Limited, Kingston Station, NS. ; 2 L I L Y Ww H I T E 
4 oor Columbia Fruit Growers Co., Ltd., Mission City, CORN SYRUPS 


Canadian Canners, Limited, Hamilton. 
Harvest Co., Ltd., Hamilton, 

A. & R. Loggie Co., Limited, Loggieville, N.S. 
Okanagan Packers, Limited, Kelowna, B.C. 


Id City Mfg. Co., Limited, , Que. : 
Vinelanct Cane, Limited, Vineland Rocien: Ont. HESE are the Corn Syrups 
Waddell’s Limited, Brantford, Ont. specified by many leading Doctors 
: GINGER ALE and Dietitians as the safest and best 
Also Ginger Beer, Etc. additions to milk formulae. 


Blue Label Bottling Co., Limited, Calgary. 
Blue Ribbon Beverage Co., St. John, N.B. 
Caledonia Springs Co., Limited, Montreal. 
Coca-Cola Co., of Canada, Limited, Toronto. 


Douglas & King, Limited, Edmonton, Alta. Corn Syrup contains a large percent- 


as E. Hires, Toronto. ai age of that essential food element, 
. J. McLaughlin, Limited, Toronto. ° . 

O’Keege’s Beverages, Limited, Toronto. DEXTROSE, which supplies 
Orange Crush, Limited, Toronto. food and energy to the body; that 


Whistle Bottling Co. of Toronto, Limited, Toronto. a why <6 ie recognized throughout 


GRAPE JUICE the medical profession for its digest- 


Marsh Grape Juice Co., Niagara Fails, Ont. ibility and nutritive value. 
E. D. Smith & Sons, Limited, Winona, Ont. 


Welch Co., Limited, St. Catharines, Ont. 





GROCERIES Manufactured by 
W. G. Patrick & Co., Li ed, T 3 
GCHitttwitiw, THE CANADA STARCH CO., LIMITED 
Gorman, Eckhert & Co., Limited, London. 
MacLarens, Limited, Hamilton. : MONTREAL 
HONEY 


Ontario Honey Producers’ Co-Operative, Ltd., 
Toronto. Sea ee 
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INFANT FOODS 
Canada Starch Co., Limited, Montreal. 
Allen & Hanburys Co., Limited, Toronto. 
Canadian Milk Products Co., Limited, Toronto. 
Mead, Johnson & Co., Limited, Belleville. 
Milk Foods, Limited, Gananoque, Ont. 
Dr. Middleton’s Food Products Co., Ltd., Vancouver. 
Nestles Food Co. of Canada, Limited, Montreal. 


JAMS AND JELLIES 


Bowes Co., Limited, Toronto. 

Canadian Canners, Limited, Hamilton. 
Dominion Preserving Co., Limited, Montreal. 
Glassco Limited, Oakville, Ont. 

Harvest Co., Limited, Hamilton. 

Lindners, Limited, Brampton, Ont. 

National Canners, Limited, Vancouver, 

Old City Mfg. Co., Limited, Quebec. 

St. Williams Preservers, Limited, Simcoe, Ont. 
E. D. Smith & Sons, Limited, Winona, Ont. 
Wagstaffe, Limited, Hamilton. 

J. H. Wethey, Limited, St. Catharines, Ont. 


JUNKET 


Chr. Hansen’s Laboratory, Toronto. 


MILK, CONDENSED 


Borden Co., Limited, Montreal. 

Canadian Milk Products, Limited, Toronto. 
Carnation Milk Products Co., Limited, Aylmer, Ont. 
Dominion Milk Corpn., Limited, Toronto. 

Nestles Food Co. of Canada, Limited, Montreal. 


OILS 


Cooking and Salad 


Canada Starch Co., Limited, Montreal. 
Holsum Products, Limited, Victoria, B.C. 


OLIVE OIL 


W. G. Patrick & Co., Limited, Toronto. 
Gorman Eckhert & Co., Limited, London. 
H, J. Heinz Co., Toronto. 


ORANGES 


California Fruit Growers’ Exchange, Toronto. 


PICKLES 
Wm. Davies Co., Limited, Toronto. 
Grimsby Pickle Co., Limited, Grimsby, Ont. 
H. J. Heintz Co., Toronto. 
Libby, McNeill & Libby of Canada, Ltd., Chatham, Ont. 
White Star Mfg. Co., Limited, Winnipeg. 


SOUPS 


Canadian Canners, Limited, Hamilton. 
W. Clark, Montreal. 
H. J. Heinz Co., Toronto. 


SYRUPS 
Corn 
Canada Starch Co., Limited, Montreal. 


Maple 

Beaver Maple Products, Limited, Whitby, Ont. 

Bowes Co., Limited, Toronto. 

Canadian Maple Products, Limited, Toronto. 

L. L. Jenne Maple Syrup & Sugar Co., Limited, Sutton, 


ue. 
Maple Tree Products Assn., Limited, Montreal. 
Quebec Preserving, Limited, Quebec. 


TEA 


Chase & Sanborn, Limited, Quebec. 

Dalton Brothers, Limited, Toronto. 

T. H. Estabrooks Co., Limited, St. John, N.B. 
R, B. Hayhoe & Co., Toronto. 

Salada Tea Co. of Canada, Limited, Toronto 
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VICHY WATER 
Herdt & Charton, Inc., Montreal. 


WATERS, MINERAL 


Herdt & Charton, Inc., Montreal. 
Aquazone Co., Limited, Toronto. 

Caledonia Springs Co., Limited, Montreal. 
Crystal Spring Water Supply, Victoria, B.C. 
Mack Mineral Springs Co., St. Catharines, Ont. 
J. J. McLaughlin, Limited, Toronto. 

Sanitaris, Limited, Arnprior, Ont. 

Chas. Wilson, Limited, Toronto. 


YEAST 
E. W. Gillett Co., Limited, Toronto. 








News of Hospitals and Staffs 


Continued from Page 28 

CaLGAry.—Dr. M. G. Cody, on the recommenda- 
tion of the standardization committee of the General 
hospital and the approval of Mayor Fred E. Osborne, 
head of the hospital board, will join the staff of the 
General Hospital. 

* * * 

MOontTREAL.—Harry_ H. Wooton, who for thirty 
years was dispensing chemist at the Royal Victoria 
Hospital, died suddenly at his home on February 24th, 
at the age of 70. Mr. Wooton was born in Brinkow, 
England. He was a graduate of the Ontario Col- 
lege of Pharmacy and for many years was chief 
dispensing chemist with W. A. Duer, of this city. 

Surviving are his widow, one son and one daughter, 
as well as two brothers and three sisters. 

* * * 

KINGSTON, ONT.—Applications are being consider- 
ed for the position of clinical pathologist of the 
Kingston General Hospital. 

Mrs. A. F. Richardson has made a donation, which 
will cover the salary and expenses of this official, and 
the Kingston General Hospital will supply his board 
and room. He will be known as the Richardson 
Fellow in Clinical Pathology, and will receive the 
salary of $1,200 per year. 

On recommendation of a committee the appoint- 
ment will be made by the medical faculty of Queen’s 
University, and must be approved by the board of 
governors of the Kingston General Hospital. The 
duties of the Richardson Fellow in Clinica! Pathol- 
ogy will commence on June ist, 1927. 

* * * 

St. Joun, N.B.—Dr. H. A. Farris, superintendent 
of the Saint John County Hospital, who was granted 
three months’ leave of absence and who sailed on 
March 24 for Europe, was specially honoured at a 
meeting of the Board of Commissioners of the Hos- 
pital. 

A very fine pair of binoculars in a leather case, 
suitably inscribed, was presented to Dr. Farris on be- 
half of the board by Dr. S. H. MacDonald, vice- 
president, who, in a very pleasing manner, expressed 
the good wishes of the board and spoke most appreci- 
atively of the excellent service Dr. Farris has given 
the County Hospital. 

Dr. R. W. Grant, assistant medical officer, will be 
the acting superintendent during the absence of 
Dr. Farris. 
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Up-to-Date Hospitals Use 
“STANDARD” Kitchen Equipment 





Newer Equipment 
You Should Have WENTY-ONE of the finest and most modern hospitals 


~ 


in Canada use SranpArRD Kitchen Equipment—com- 
plete installations, built and installed under our expert guid- 
ance. Back of every one of these twenty-one installations is 
our more than thirty years’ experience. The authorities who 
entrusted us *with these installations took no chances, for 
they knew that Sranparp Kitchen Equipment could be 
relied on. 





And so, as older hospitals rebuild and become more modern, 
Vegetable Table it is not surprising to find that they too invariably instal 
STANDARD Kitchen Equipment. Up-to-date wards demand 
up-to-date kitchens. STANDARD Kitchen Equipment has 
always been “up to the minute.” 


During the more than thirty years that STANDARD Kitchen 
Equipment has been on the market it has kept pace with the 
constant improvements in the methods of food preparation. 
Authorities desiring information on up-to-date kitchen equip- 


Hospital Ward Steamtable 


ment are invited to write us. 


4 on 
STANDARD Kitchen Equipment is a one- 
profit line. We are the sole makers. 
No other dealer can supply you with this 
same service. Catalogue No. 6 mailed 
upon request. 


~ c 








Geo. Sparrow & Co. 


Head Office and Factory 
119 Church Street - - ~ TORONTO 


“STANDARD” 


On Tob Gas emg KITCHEN EQUIPMENT 
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Classified Department 


CLASSIFIED RATES 


Four cents a word each insertion. A discount of 
10 per cent. allowed on orders for six or more inser- 
tions when payment is made in advance. - 


BUYERS’ DIRECTORY RATES 


$4.50 per month on 12 months’ order. 
$5.50 per month on 6 months’ order. 





























Positions Open 
WANTED—Accredited graduate nurses, dietitians and tech- 
nicians; positions available in every section of the country; each 
applicant given individual attention; send for registration form. 
Medical Bureau, Marshall Field Annex, Chicago. 





Positions Open 

(A) SUPERINTENDENT of Nurses wanted for 100-bed _ sur- 
gical institution, south central state; training school. Middle- 
aged, conscientious, capable in all respects. (B) Instructress for 
90-bed Pennsylvania hospital with 24 students. $100 and main- 
tenance, first three months. (C) Night Superintendent for 
150-bed general hospital with training school. New York regis- 
tration required. No. 1314 Aznoe’s Central Registry for Nurses, 
30 North Michigan, Chicago. 





(A) GRADUATE NURSE for floor duty; Communicable 
disease hospital, New York. $95 and maintenance; raise in six 
months. (B) Two General Duty Nurses for 200-bed general 
hospital; suburb, New York. $85 and maintenance. No. 1315 
Aznoe’s Central Registry for Nurses, 30 North Michigan, 
Chicago. 





Positions Wanted 

(A) DIETITIAN, age 28, college and hospital trained, almost 
a year’s experience in one of best eastern hospitals, desires 
appointment paying $100 and maintenance. (B) Recent grad- 
uate dietitian, age 23, four years’ college, four months’ hospital 
training, desires eastern opening paying $100 and maintenance. 
1244 Aznoe’s Central Registry for Nurses, 30 North Michigan, 
Chicago. 





WANTED-—Situations for accredited graduate nurses, tech- 
nicians and dietitions; candidates available for every kind of 
position—from general duty nurse to hospital executive; refer- 
ences investigated always; services gratis to employers. Medical 
Bureau, Marshall Field Annex, Chicago. 


For Sale 
PRIVATE HOSPITAL (established 30 years). Would suit 
doctor or nurses wishing to reside at the Coast. Hospital fully 
equipped with 20 beds. Best residential district in west-end of 
Vancouver, B.C. Apply Matron, c/o CANADIAN HoOspPITAL, 
454 King St.; Toronto, Canada. 








Blankets 
BLANKETS FOR HOSPITALS—“If it’s blankets, buy the 
Skelton Brand.’’ We specialize in hospital blankets and sell 
direct from the mills. Get better quality blankets at lower 
prices. Hundreds of prominent hospitals are our customers. 
Write for miniature samples and prices. Skelton Woollen 
Mills Company, 47 King St. West, Toronto. 


Diplomas 
DIPLOMAS—ONE OR A THOUSAND-—Illustrated circular B 
et request. Ames & Rollinson, 206 Broadway, New 
ork, : 








Schools of Instruction 
WOMAN'S HOSPITAL IN THE STATE OF NEW YORK, 
West 110th St., New York City (155 gynecological beds, 50 
obstetrical beds). 
Affiliations offered to accredited training schools for three 
months’ courses in obstetrics. 


POST-GRADUATE COURSES 
Six months in gynecology, obstetrics, operating room technic. 
clinics and ward management. Three months in obstetrics. 
Three months in operating room technic and management, 
Theoretical instruction by attending staff and resident instructor. 
Post-graduate students receive allowance of $15 monthly and 
full maintenance. 
Nurse-helpers employed on all wards. For further particulars 
address, Directress of Nurses, Woman’s Hospital. 
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Toronto Western Hospital 
X-Ray Department 


RADIOLOGIST—DR. W. C. KRUGER 


The rapid growth of the Toronto Western Hospital 
necessitated the addition of new and modern X-ray 
equipment, but as is so often the case, really ade- 
quate space was not available. It was necessary to 
improvise a means of accommodating the new equipe 
ment in the existing department, but that this has 

















it 
G. U. room, 





Complete K. U. B. service is afforded by a 5-in. 30-M.A. 
bedside unit not shown in illustration. 


been satisfactorily accomplished is shown by the 
accompanying photographs which unfortunately do 
not by any means show the entire equipment. 














Room for general radiographing, including Bucky work machine, is of 7-in. 
mobile type, with capacity of 200 M.A. 


The main equipment is contained in a room approx- 
imately 15x18 feet with a 12-foot ceiling, and con- 
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sists of the power plus transformer with capacity 
of 550 millies and 168,000 volts—equivalent to .a 
12-inch spark gap; a combination, motor-actuated 
tilting fluoroscope with attached rail-mounted tube 
stand and a pendulum type, automatic cassette 
changer for stereoscopic chest work. The latter is 
used in conjunction with the rail-mounted tube 
stand and is entirely automatic. Control is effected 
by a push button at the machine control. 

The overhead system consists of 44-inch heavy- 
gauge seamless tubing suspended from the ceiling on 
bakelite insulators with a high tension switch serv- 
ing to direct the current to the fluoroscopic table on 
one side and the rail-mounted tube stand on the 
other. The unit is thus self-contained and capable 
of any class of work from instantaneous chest or 
stomach work to intensive X-ray therapy ata 12- 
inch spark gap. 

An adjoining room contains a mobile X-ray 
machine with capacity of 108,000 volts and 200 milli- 
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amperes. This machine is of cabinet type on large 
castors and carries an attached ball-bearing tube 
stand. No overhead system is required and the unit 
lends itself admirably to fracture work, dental work, 
etc., with a 30-milliampere tube. A 100-milliampere 
tube is also used for heavy exposure with a Bucky 
diaphragm. 

The third photograph shows the G. U. room which 
contains a Keleket G. U. table with built-in Bucky 
diaphragm having automatic exposure control and 
an attached rail-mounted ball-bearing tube stand. 
This table is energized by a 5-inch 30-milliampere 
bedside unit which also provides bedside service in 
any of the wards. 

The installation of a modern high-powered equip- 
ment in such small space is of particular interest and 
while obviously there is no surplus space this does 
not detract from the efficiency of the outfit and has 
made possible a huge increase in the volume of work 
handled. Installation of the entire equipment was 








THE NEW CASTLE HOT OIL STERILIZER 


Surgeons have long searched for a 
method of sterilizing knives, scissors 
and other sharp or delicate instru- 
ments, that will not injure the cutting 
edges, or cause corrosion. 


Sterilizing in hot oil is the solu- 
tion of this problem. It has been found 
to be a positive destroyer of all bac- 
teria and spores, yet it does not affect 
a fine edge, and of course leaves no 
marks of corrosion. 





The temperature required to accomp- 
lish sterilization in oil is 300°. Thirty 
minutes’ exposure at this temperature 
gives a wide margin of safety. If a 
heavy mineral oil is used no disagree- 
able odour will escape, provided the 
cover remains closed. 


An automatic control regulates the temperature of the 
oil by turning the electric heating current on and off, 
as required. The temperature is held accurately be- 





Please 








tween 300°F. and 305°F. 
Co., Rochester, N.Y. 


Made by the Wilmot Castle 


CASTLE BRONCHOSCOPE 
STERILIZER 


A new sterilizer that will effectively 
sterilize the longest bronchoscope or 
oesophagoscope on the market. Boil- 
ing water is the sterilizing medium. 


It applies to this field of sterilization 
the highest standards of good technique 
as well as ease and safety of operation. 
The principles of construction and 
operation are the same as in standard 
Castle instrument sterilizers. Made 
by Wilmot Castle Co., Rochester, N.Y. 
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General radiographic and fluoroscopic room, energized by power-plus trans- 
former of 500 M.A. capacity. 


made by the Keleket representatives—The Burke 
Electric & X-Ray Company, with head office at 
490 Yonge Street, Toronto. 


Agents for McKesson Products 

The Queen City Dental Manufacturers, Limited, 
Toronto, have been appointed agents for the various 
McKesson products manufactured by the Toledo 
Technical Appliance Co., Toledo, Ohio. They will 
carry at all times a complete stock of renewal parts 
as well as the complete apparatus. 

The personnel of the Queen City Dental Manufac- 
turers includes an expert on McKesson equipment, 
who is available to hospitals for service and advice. 
Nitrous oxide and oxygen for use with McKesson 
apparatus is carried in all quantities in their Toronto 
warehouse. 


M. B. Evans Co. Open Toronto Office 

The M. B. Evans X-Ray Co., Detroit, have opened 
a branch office at 80 Richmond St. East, Toronto, in 
order to more efficiently handle their rapidly increas- 
ing Canadian business. 

Mr. H. James Lougheed, who has had wide ex- 
perience in X-ray and physical therapy work, 
will be in charge. Their new office will handle a 
full line of Precision X-ray apparatus and also a 
complete stock of physical therapy equipment. 
They will in addition make a feature of their service 
in connection with all makes of equipment. 


Gift to Toronto General Hospital of $50,000 

Honourable Vincent Massey, Canada’s minister 
to Washington, has advised the trustees of the 
Toronto General Hospital of a subscription to them 
of $50,000 from the Massey foundation. 

The late Mr. Chester D. Massey, father of Vincent 
Massey, was for many years a trustee of the Toronto 
General Hospital and gave generous assistance, 
financial and otherwise, to that great institution 
during his lifetime. The Honourable Vincent Massey 
was also-a trustee-some-years ago and continues to evi- 
dence his interest in the work of the hospital, as shown 
by the subscription of $50,000, just received by the 
trustees. 
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When Combination or Abdominal Pads are made by 
hand—More than one nurse is usually needed. . . time 
is wasted. ..materials are wasted...sizes are never 
uniform. ..10 or 12 steps are required to make one 
pad... nurses are put to tiresome mechanical drudgery. 











It’s easier . . . and far less costly to 
buy Combination Pads ready-made! 


 Fecioapaen the photographs above. See 
how much easier and pleasanter it is to 
make “combination” and other pads from 
the new Curity Combination Roll. Then 
read below why it is also more economical 
to buy old and established materials in this 
new and modern form. 


* * * 


Have you ever fully realized what a tough 
job it is for nurses to manufacture “com- 
bination” or “abdominal” pads by hand? 10 
or 12 tedious steps are necessary—cutting 
cotton from the roll, cutting it into squares 
and rectangles, separating correct thick- 
nesses. Then the same irksome procedure 
with gauze. Finally putting the cotton in the 
gauze, tucking in the edges. 


The result may be a pile of pads of varying 
size—uncertain thickness. Material waste can 
not be avoided. Time is lost. Labor required. 


But now—with the introduction of the 
new Curity Combination Roll—all of that is 
needless. Simply mount a Combination Roll 
upon a Curity Standard (furnished free), un- 
roll to the desired length and—with one 
quick stroke of cutter or shears—you have: 
a finished, uniform, highly absorbent com- 
bination pad. 


Please refer to 








THE CANADIAN HOSPITAL when writing 
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The Combination Roll consists of 25 yards 
of continuous pads, made from the pure, 
highly absorbent Curity cotton you know— 
covered with Curity absorbent gauze. From 
it pads or dressings of any length may be cut 
—combination pads, cholecystectomy or 
colostomy pads; empyema or wet dressings. 

Combination Rolls cost slightly more than 
the same amount of gauze and cotton pur- 
chased separately. But—the pads cut from 
Combination Rolls cost far less than an equal 
number of pads prepared by hand. For the 
time and material saved more than over- 
comes the slight additional cost, 

Curity O. B. pads, like Combination Rolls, 
simplify dressings preparation, save time and 
materials, and assure uniformity. Introduced 
several years ago, they have met with ever- 
increasing success. O. B. Pads are easy to 
handle and easy to sterilize. The filling is lib- 
eral; the length correct; the price reasonable. 


Write today for generous, usable 
samples of both products. They 
are free to hospital executives. 


LEWIS MANUFACTURING COMPANY 
OF CANADA, LTD. 
13 Victoria Square Montreal, Quebec 


When Pads are made from Curity Combination Rolls—One 
nurse caneasily makeall the padsneeded. . . time is saved 
...Material issaved. ..uniformity of width and thick- 
ness is guaranteed . . .one stroke of cutter or shears com- 
pletes a finished pad. . . mechanical drudgery is lessened. 
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THE SINE OF X-RAY SERVICE 


Therapeutic Equipment for the Hospital 


The “SOLAR” BRITESUN Carbon Arc Ultra- 
Violet Lamp is one of the latest and most 
valuable aids to physical therapy. It is com- 
pact, efficient, readily portable and inexpensive 
to buy and to maintain. Let us send you 
descriptive literature on this and on the Solar 
Combination Radiant and Infra-Red Lamp 
with the INDESTRUCTIBLE element. 


Automatic, Silent, Adjustable Arc, Positive, 
Constant, Efficient, Reliable, Economical, 
Portable. Unconditionally Guaranteed. 


Operates on either A.C. or D.C. 
No special wiring required. 











The “SOLAR” Indestructible INFRA- § 
RED Unit may be fitted to any Radiant Lamp. EXTENDED TELESCOPED 


No. A60—“SOLAR” BRITESUN Carbon Arc Ultra-Violet Lamp generates ultra-violet rays, 
infra-red rays and radiant therapy rays. Patented carbon adjustment insuring highest efficiency. 


THE BURKE ELECTRIC & X-RAY CO. 


490 Yonge Street, TORONTO (5) 219 Medical Arts Building 


Nights, Sundays and Holidays MONTREAL 
Trinity 5079 : 


Sole Canadian Distributors for The Electric Solar Co., Inc., Chicago 
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